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IT IS THE POLICY OF THE CONNECTICUT STATE TECHNICAL COLLEGES NOT 
TO DISCRIMINATE ON THE BASIS OF RACE, COLOR, RELIGIOUS CREED, AGE, 
SEX, MARITAL STATUS, NATIONAL ORIGIN, ANCESTRY, PRIOR CONVICTION 
OF CRIME, PAST OR PRESENT HISTORY OF A MENTAL DISORDER, MENTAL 
RETARDATION OR PHYSICAL DISABILITY, INCLUDING BUT NOT LIMITED TO 
BLINDNESS, EXCEPT IN THE CASE OF A BONA FIDE OCCUPATIONAL 
QUALIFICATION OR NEED, IN ANY OF ITS EDUCATIONAL PROGRAMS, 
ACTIVITIES, OR EMPLOYMENT POLICIES. 
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SECTION I 
ENROLLMENT 



o '6 
LERIC 



Table 1.1 



Connecticut State Technical Collegas 
Headcount Enrollments 
1988 - 89 Academic Year 



College 

Greater New Haven 

Hartford 

Norwalk 

Thames Valley 

Waterbury 

Totals 



Fall 
1988 



808 
955 
1101 
1021 
1522 
5407 



Winter 
1988 



651 
863 
892 
897 
1250 
4553 



Spring 
1989 



563 
762 
926 
860 
1239 
4350 



1988-89 
Totals 



2022 
2580 
2919 
2778 
4011 
14310 



HEADCOUNT ENROLUVTEN'TS 




CNMSTC MSTC NSTC TVSTC WSTC 

C O L. 1. C G C 



ERIC 
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Table 1.2 

Connecticut State Technical Colleges 
FTE for Year 





1988 - 


89 Academic 


Year 






Fall 


Winter 


faprmg 


T Q O O C G 


College 


1988 


1988 


1989 


Average 


Greauer wew naven 


R n R 0 
DUO • £t 


A Q Q 
4 J O • O 




*i *i X • J 


Hartford 


624.8 


566.2 


493 .8 


561. 6 


Norwalk 


678.0 


556.7 


538.3 


591.0 


Thames Valley 


637.5 


558.4 


542.5 


579.5 


Waterbury 


871.5 


744.5 


712 . 3 


776. 1 


Totals 


3317.0 


2864.6 


2666.9 


2949.5 



FTE 




\ \ I I 

GNHSTC HSTC WSTC TVSTC WSTC 

COLLEGE 



8 



Table 1.3 

Connecticut State Technical Colleges 







Percent of Total 


Enrollment 








rail i7o/ ana 


O-l 1 1 QOQ 

rail lyoo 






Fall 


Fall 


Fall 


Fall 




1987 


1988 


1987 


1988 


GNHSTC 


800 


808 


14.5% 


14.9% 


HSTC 


1061 


955 


19.2% 


17.7% 


NSTC 


1210 


1101 


21.9% 


20.4% 


TVSTC 


1006 


1021 


18.2% 


18.9% 


WSTC 


1438 


1522 


26.1% 


28.1% 


TOTAL 


5515 


5407 


100.0% 


100.0% 



PERCENT OF ENROUMENT 

FALL 1987 




(15%) 



PERCENT OF ENROLLMENT 

FALL 1988 




(15%) 



Connecticut State Technical Colleges 
Credit Hours and Contact Hours 
1988-89 Academic Year 



Table K4 







Credit Hours 




Contact Hours 




1 QQQ 
1 ^OO 






1988 


1988 


1989 


College 


Fall 


Winter 


Spring 


17a n 


win L6ir 


opr jing 


Greater New Haven 


7,578 


6,582 


5,699 


8,886 


7,648 


6,607 


Hartford 


9,371 


8,493 


7,407 


11,292 


9,950 


8,884 


Norvalk 


10,170 


8,351 


8,075 


11,835 


9,926 


9,573 


Thames Valley 


9,563 


8,37ff 


8,138 


11,939 


10,298 


10,183 


Waterbury 


13,072 


11,167 


10,684 


15,196 


13,507 


12,762 


Totals 


49,754 


42,969 


40,003 


59,148 


51,329 


48,009 
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Table 1.5 



Connecticut State Technicsl Colleges 
Percent of Attrition by Term 



1988-89 Academic Year 



College 


Fall 
1988 


Fall > 
Chg 


Winter 
Pet 


Winter 
1988 


Winter 
Chg 


> Spring 
Pet 


Spring 
1989 


Greater New Haven 


808 


-157 


-19.4% 


651 


-88 


-13.5% 


563 


Hartford 


955 


-92 


-9.6% 


863 


-101 


-11.7% 


762 


Norwalk 


1101 


-209 


-19.0% 


892 


34 


3.8% 


926 


Thames Valley 


1021 


-124 


-12.1% 


897 


-37 


-4.1% 


860 


Water bury 


1522 


-272 


-17.9% 


1250 


-11 


-0.9% 


1239 


Totals 


5407 


-854 


-15.8% 


4553 


-203 


-4.5% 


4350 



1987-88 Academic Year 



College 


Fall 
1987 


Fall > 
Chg 


Winter 
Pet 


Winter 
1987 


Winter > 
Chg 


Spring 
Pet 


Spring 
1988 


Greater New Haven 


800 


-159 


-19.9% 


641 


-11 


-1.7% 


630 


Hartford 


1061 


-157 


-14.8% 


904 


-63 


-7.0% 


841 


Norwalk 


1210 


-260 


-21.5% 


950 


16 


1.7% 


966 


Thames Valley 


1006 


-210 


-20.9% 


796 


60 


7.5% 


856 


Waterbury 


1438 


-144 


-10.0% 


1294 


7 


0.5% 


1301 


Totals 


5515 


-930 


-16.9% 


4585 


9 


0.2% 


4594 
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Table 1,6a 

Connecticut State Technical Colleges 
Part Time/ Full Time Headcount 
Fall 1988 



College 


Part Tine 


Full Time 


Total 


% PT 


% FT 


GNSHTC 


494 


314 


808 


61,1% 


38.9% 


HSTC 


592 


363 


955 


62,0% 


38,0% 


NSTC 


699 


402 


1101 


63,5% 


36,5% 


TVSTC 


633 


388 


1021 


62,0% 


38.0% 


WSTC 


1040 


482 


1522 


68,3% 


31,7% 


Totals 


3458 


1949 


5407 


64,0% 


36.0% 



FAJRT TIME/FULL TIME AS PERCEIsTT 



SOT 
70r5 
607S 
SOT 
4OT 
3OT 
2OT 
1OT 
OT 
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i 




CNHSTC HSTC NSTC TVSTC WSTC 

C O L L £ G £ 



Pore TImo 
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Connecticut State 
Part Time/Full 
Winter 



College Part Time Full 

GNSHTC 387 

HSTC 520 

NSTC 571 

TVSTC 568 

WSTC 822 

Totals 2868 



Table 1.6b 

Technical Colleges 
Time Headcount 
1988 



Time 


Total 


% PT 


% FT 


264 


651 


59.4% 


40.6% 


343 


363 


60.3% 


39.7% 


321 


892 


64.0% 


36.0% 


329 


897 


63.3% 


36.7% 


428 


1250 


65.8% 


34.2% 


1685 


4553 


63.0% 


37.0% 



PAJRT TIME/FUUL TIME AS PERCENT 



907Z 



o 




Port 77mft 

ZZZZZ21 

Ful Time 
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Table l-6c 

Connecticut State Technical Colleges 
Part Time/Full Time Headcount 
Spring 1989 



College 


Part Time 


Full Time 


Total 


% PT 


% FT 


GNSHTC 


329 


234 


563 


58.4% 


41.6% 


HSTC 


469 


293 


762 


61.5% 


38.5% 


NSTC 


632 


294 


926 


68.3% 


31.7% 


TVSTC 


525 


335 


860 


61.0% 


39.0% 


WSTC 


1011 


228 


1239 


81.6% 


18.4% 


Totals 


2966 


1384 


4350 


68.2% 


31.8% 



FAJRT TIME/'FUIX. TIME AS FERCENT 



90% 



705Z 
IOCS 

cxz 





HS-TC NSTC TVSTC 

COLLEGE 



WSTC 



Part T»mo 
Flit T»mo 
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Table 1.7 



Connecticut State Technical Colleges 
Part Time/Full Time Headcount 
Pall 1988 Compared to Fall 1987 

PART TIME FULL TIME 





Fall 


Fall 




Fall 


Fall 






1987 


1988 


Change 


1987 


1988 


Change 


GNHSTC 


467 


494 


5.8% 


333 


314 


-5.7% 


HSTC 


644 


592 


-8.1% 


417 


363 


-12.9% 


NSTC 


787 


699 


-11.2% 


423 


402 


-5.0% 


TVSTC 


586 


633 


8.0% 


420 


388 


-7.6% 


WSTC 


939 


1040 


10.8% 


499 


482 


-3.4% 


TOTAL 


3423 


3458 


1.0% 


2092 


1949 


-6.8% 



Comparison of Part Time/Full Time 
Percent Enrollment at Each College 





Fall 


1987 


Fall 


1988 


Percent 


Change 




PT 


FT 


PT 


FT 


PT 


FT 


GNHSTC 


58.4% 


41.6% 


61.1% 


38.9% 


4.6% 


-6.5% 


HSTC 


•60.7% 


39.3% 


62.0% 


38.0% 


2.1% 


-3.3% 


NSTC 


65.0% 


35.0% 


63.5% 


36.5% 


-2.3% 


4.3% 


TVSTC 


58.3% 


41.7% 


62.0% 


38.0% 


6.3% 


-8.9% 


WSTC 


65.3% 


34.7% 


68.3% 


31.7% 


4.6% 


-8.6% 




62.1% 


37.9% 


64.0% 


36.0% 


3.1% 


-5.0% 



1987' TO 198S PERCENT CHAJSTGE OF 
PERCEIsTTAGE OF PART TIME/FUIX. TIME 



3: 

CO 



ex 
— 2rz 




1 



i 



GNHSTC 



HSTC 



1 

h/STC 



TVSTC 



\SfeTC 



Port Ttmo 
Fiji T7me 



COLLEGE 
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Table 1.8 

Connecticut State Technical Colleges 
Frequency DistriiDUtion of 
Number of Credits Enrolled 
Fall 1988 



Credits 


GNHSTC 


HSTC 


. NSTC 


TVSTC 


WSTC 


1 


11 


1 








2 


11 


9 


12 


18 




3 


34 


113 


136 


117 


327 


4 


267 


233 


283 


319 


357 


5 


32 


36 


42 


6 


91 


6 


15 


30 


72 


26 


71 


7 


19 


47 


49 


55 


67 


8 


82 


66 


53 


61 


67 


9 


17 


23 


24 


5 


36 


10 


4 


13 


9 


9 


12 


11 


2 


21 


19 


17 


12 


12 


53 


24 


41 


47 


45 


13 


27 


11 


19 


30 


84 


14 


14 


24 


29 


20 


12 


15 


6 


47 


53 


35 


27 


16 


57 


31 


67 


42 


33 


1.7 


27 


8 


37 


26 


14 


18 


59 


81 


51 


55 


59 


19 


15 


53 


59 


40 


71 




R n 

DU 


OO 


xo 


HA 
OH 


1 HQ 


21 


2 


7 


8 




3 


22 


4 


4 


3 


1 


16 


23 




4 


15 


4 


3 


24 




3 


3 


2 




25 




0 






3 


26 




0 




1 


1 


27 




0 






2 


28 




1 




1 






808 


955 


1100 


1021 


1522 



ERIC 



NTJMBER OF CREDITS EINTROT ,T .KD 
AS PERCENTAGE OF TOTAL STUDENTS 



£505Z 



1052 




&-a 9—11 12—15 
CrodJta Enrolled 



1 1 

16—19 20—28 



GNHSTC 



HSTC 



NSTC 



TVSTC 



WSTC 
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Table 1.9 

Connecticut State Technical Colleges 
Enrollment by Sex 
Fall 1988 



College 


r 6inaX6 


Ma 1 o 


Tot- a 1 




GNSHTC 


1G5 


643 


808 


20,4% 


HSTC 


125 


830 


955 


13,1% 


NSTC 


199 


902 


1101 


18, 1% 


TVSTC 


214 


807 


1021 


21.0% 


WSTC 


312 


1210 


1522 


20.5% 


Totals 


1015 


4392 


5407 


18,8% 




GNSHTC HSTC MSTQ TVSTC WSTC 
COLLEGE 



Male/Female Percentages 
Fall 1987 & 1988 



Year Percent Male Percent Female 



1987 81.3% 18. 7^ 

1988 81.2%.. ^ 18. 8^ 
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Connecticut State Technical Colleges 

Headcount Enrollment by College 
Comparison of Fall 1986, 1987 & 1988 



Table 1.10 



Fall 



College 1986 
Greater New Haven 1029 

Hartford * 1299 

Korwalk 1317 

Thames Valley 967 

Waterbury 1589 

Totals 6201 



1986 
Change 


> 1987 
Percent 


Fall 
1987 


-229 


-22.3% 


800 


-238 


-18.3% 


1061 


-107 


-8.1% 


1210 


39 


4.0% 


1006 


-151 


-9.5% 


1438 


-686 


-11.1% 


5515 



1987 
Change 


> 1988 
Percent 


Fall 
1988 


8 


1.0% 


808 


-106 


-10.0% 


955 


-109 


-9.0% 


1101 


15 


1.5% 


1021 


84 


5.8% 


1522 


-108 


-2.0% 


5407 



* Hartford 1986 Headcount = reported Headcount 
minus estimate of CEU students (150) 



FAUL PERCENT CHANGE 
1986 TO IGSy Sc 1987' TO 1988 



10% 
5% 
0% 
-5% 
-10% 
-15% 
-20% 
-25% 




1 1 

GNHSTC HSTC 



T" 



T" 



86 to 87 

87 to 88 



NSTC TVSTC WSTC 
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Connecticut State Technical Colleges 
Headcount Enrollment by College 
Comparison of Winter 1986, 1987 & 1988 



Table 1.11 



Winter 



College 1986 
Greater New Haven 808 

Hartford * 975 

Norvalk 1068 

Thames Valley 821 

Waterbury 1401 

Totals 5073 



1986 
Change 


> 1987 
Percent 


Winter 
1987 


-167 


-20.7% 


641 


-71 


-7.3% 


904 


-118 


-11.0% 


950 


-25 


-3.0% 


796 


-107 


-7.6% 


1294 


-488 


-9.6% 


4585 



1987 
Change 


> 1988 
Percent 


Winter 
1988 


10 


1.6% 


651 


-41 


-4.5% 


863 


-58 


-6.1% 


892 


101 


12.7% 


897 


-44 


-3.4% 


1250- 


-32 


-0.7% 


4553 



* Hartford 1986 Headcount = reported Headcount 
minus estimate of CEU students (90) 



"WINTER PERCENT CHANGE 
1986 TO IGSr &c IQST TO 1988 



15% 
10% 
5% 
0% 
-5% 
-10% 
-15% 
-20% 
-25% 



1 1 

GNHSTC HSTC 



T" 



T 



1 1 


as 


to 


87 








87 


to 


88 



NSTC TVSTC WSTC 



Connecticut State Technical Colleges 
Headcount Enrollment by College 
Comparison of Spring 1987, 1988 & 1989 



Table 1.12 



Spring 



College 1987 
Greater New Haven 768 

Hartford * 1002 

Norwalk 1042 

Thames Valley 855 

Waterbury 1353 

Totals 5020 



1987 
Change 


> 1988 
Percent 


Spring 
1988 


-138 


-18.0% 


630 


-161 


-16.1% 


841 


-76 


-7.3% 


966 


1 


0.1% 


856 


-52 


-3.8% 


1301 


-426 


-8.5% 


4594 



1988 
Change 


> 1989 
Percent 


Spring 
1989 


-67 


-10.6% 


563 


-79 


-9.4% 


762 


-40 


-4.1% 


926 


4 


0.5% 


860 


-62 


-4.8% 


1239 


-244 


-5.3% 


4350 



* Hartford 1987 Headcount = reported Headcount 
minus estimare of CEU students (130) 






1 1 — 

GNHSTC HSTC 



\ 1 \ 

NSTC TVSTC WSrC 



SPRING PERCENT CHANGE 
1987' TO 1988 &c 1988 TO 1989 

5% 

o% 

—5% 
— 1 o% 
— 15% 
— 20% 



1 1 


87 


-to 


SQ 


aa 


to 


89 
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Table 1.13 



Connecticut State Technical Colleges 
Three- Year Headcount Enrollments 
1986-87 through 1988-89 



Greater New Haven Fall 



1986- 87 1029 

1987- 88 800 

1988- 89 808 

Hartford 



1986- 87 1299 

1987- 88 1061 

1988- 89 955 

Norwalk 



■ 1986-87 1317 

1987- 88 1210 

1988- 89 1101 

Thames Valley 



1986- 87 967 

1987- 88 1006 

1988- 89 1021 

Waterbury 



1986- 87 1589 

1987- 88 1438 

1988- 89 1522 

Grand Totals 



1986- 87 6201 

1987- 88 5515 

1988- 89 5407 



Winter Spring Totals 



808 768 2605 

641 630 2071 

651 563 2022 



975 1002 3276 

904 841 2806 

863 762 2580 



1068 1042 3427 

950 966 3126 

892 926 2919 



821 855 2643 

796 856 2658 

897 860 2778 



1401 1353 4343 

1294 1301 4033 

1250 1239 4011 



5073 5020 16294 

4585 4594 14694 

4553 4350 14310 
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THRKE— "Y^EAR KGEADCOtJTNrT EI^OIJUVtENTS 

GNUSTC 



1500 
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1300 
1200 
1100 
1000 
900 
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300 



c: 



Fall 



1 
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THREE— YEAR HEADCOUNTT ENROULMENTTS 

HSTC 
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1500 
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1200 
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300 
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THREE— YEAR HEADCOUNTT E^:'ROLtJVl[E]N^TS 

NTSTC 
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1500 
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1300 
1200 
1100 
1000 
900 
800 
700 
600 
500 
400 
300 




— I — 
Fall 



1 

Winter 



1 986—87 



1 987—88 



-89 



Spring 



22 



THREE— YIEAR HEAJDCOUIsTT ElvTROLXJVIENTS 

TVSTC 



1600 
1500 
14O0 
1300 
1200 
1100 
1000 
^00 
800 
700 
600 
500 
400 
300 



I 

Fall 



1 986—87 



1987—88 



-89 



Winter 



Spring 



THREE— HEADCOXJISTT E]>TROLXJVlE]SrTS 

WSTC 



1600 
1500 
1400 
1300 
1200 
1100 
1000 
900 
800 
700 
600 
500 
400 
300 



Fall 



1 

Winter 



1 

Spring 



1986—87 



1 987—88 



1 988—89 



THREE—^YIEAR HEADCOUNT ENT^OLUMEMTS 

STC SYSTEM 



640D 
6200 
6000 
5800 
56Q0 
6400 
j200 
5000 
4300 
4600 
4-4QO 
4-200 
4O00 




— \ — 
Fall 



1986-87 



1987—88 



1-89 



Winter 



Spring 



23 



Table I.IA 

Connecticut State Technical Colleges 
Headcount by Technology 
Fall 1988 



Associate Degree 


GNHSTC 


HSTC 



NSTC 



TVSTC 



WSTC 



Totals 


Arch Tech 




148 








148 


Arch Engr 






95 






95 


Biomed Engr 


44 










44 


CAD/D 










60 


60 


Chem Engr 






2 


23 


26 


51 


Chem Tech 




11 








11 


Civil Engr 




115 


39 


75 




229 


Computer Sys 


38 




47 


58 




143 


Construction 






6 






6 


Data Processing 


152 


45 


64 


113 


217 


591 


Elect Engr 


211 


218 


148 


154 


356 


. 1087 


Elect-Mech Engr 






37 






37 


r xj.e xecn 




1 A 






/ J 


1 1 7 


General Engr 




4 


6 


19 




29 


Graphic Comm 


39 










39 


Indus Hgt 


14 




5 


19 


52 


90 


Manufact Engr 


65 


11 


2 


44 


93 


276 


Mechanical Engr 


98 


106 


62 


127 


133 


526 


Nuclear Science 








43 




43 


Optical Engineering 






11 






11 


Qual ^ Assurance/Ctrl 










69 


69 


Total Assoc Degree 


— 
661 


— 
733 


— 
524 


— 
705 


— 
1079 




3702 


Certificates 














A- Drafting 








44 




44 


uoiiipu ler ciiec L 












99 
ZZ 


Data Processing 


4 










4 


Hazardous Waste 










51 


51 


Indus Drafting 








15 


19 


34 


Xndus elect 








1 0 




1 9 
IZ 


Qual Assurance/Ctri 










31 


31 


Total Certificates 


— 
26 


— 
0 


— 
0 




71 


— 
101 




198 


Non-Matric, Undecl 
















121 


111 


577 


245 


342 


1507 


Grand Total 
















808 


955 


1101 


1021 


1522 


5407 



24 

ERIC 



Table 1.15 

Connecticut State Technical Colleges 
Full-Time/Part-Time Headcount by Technology 
Fall 1988 



Associate Degree GNHSTC HSTC NSTC TVSTC WSTC Totals 





r i 


prp 


r i 


prp 


r i 


r 1 


r 1 


prp 


r 1 


prp 


r i 


prp 


Arcn iecn 








JO 














Ci 
yi- 


30 


Arch Engr 










/ J 


99 










7'^ 


99 


Biomed Engr 


'^l 
Jl 


1 


















Jl 




C/AD/U 




















7 


□J 


7 


onem &ngr 










1 
1 


1 
1 


o 


IS 




•> 


^^9 


1 Q 


onem lecn 






A 


7 














A 
H 


7 


Olvil ifingr 








ou 


JU 


Q 


9R 








1 1 n 


1 1 Q 


oomputer bys 


1 Q 


on 






9/. 


ZJ 


J? 


1 Q 






Q 1 


oZ 


Cons t rue t ion 










0 












0 


U 


Uala IrLUC^SSJing 




lUO 




99 


JO 


9fi 




fin 


7^^ 


1 AA 

IHH 






Elect Engr 


99 


112 


94 


124 


108 


40 


80 


74 


163 


193 


544 


543 


Elect -Mech Engr 










28 


9 










28 


9 


Fire Tech 








14 






1 


29 


1 


72 


2 


115 


i^encrcii i^ngj. 








1 


9 


/ 
*f 


1 1 


o 
o 






1 fi 


1 


Graphic Comm 


26 


13 


















26 


13 


Iiujus Mgt 




14 






1 


4 


6 


13 




52 


7 


83 


fnEnuraCt isngr 


1ft 
iO 


A7 


90 
ZU 


S9 
^Z 




9 


1 9 
IZ 


JZ 


1 




0 1 




.Mechanical Engr 


31 


67 


40 


66 


41 


21 


63 


64 


65 


68 


240 


286 


iviUCXcclJ. OClcllCts 
















19 




















Q 
O 












O 
o 




Alio*!* 'AcjCJii ^ ^ v*T 


















1 


I/O 


1 

X 


oo 


iOtaX ASSOC U6gJ.66 








An9 




1 fsL 




Of Q 


Ain 

HIV' 


007 


107 / 




Certificates 


























Arch Drafting 














27 


17 






27 


17 


Computer Elect 


17 


5 


















17 


5 


uata irj.ucfsoo ing 




H 


















0 


H 


Hazardous Vaste 




















51 


0 


51 


Indus Drafting 














11 


4 


17 


2 


28 


6 


Indus Elect 














10 


2 






10 


2 


vjuax Assuj-cincc/ wLJ. JL 






















0 




Total Certificates 


17 


9 


0 


0 


0 


0 


48 


23 


17 


84 


82 


116 


Non-Matric, Undecl 




























30 


91 


32 


190 


42 


535 


11 


234 


55 


287 


170 


1337 


Grand Total 


314 


494 


363 


592 


402 


699 


388 


633 


482 


1040 


1949 


3458 



ERIC 



25 



Table 1.16 

Connecticut State Technical Colleges 
Headcount by Technology 
Fall 1987 & Fall 1988 



Associate Degree GNHSTC HSTC • NSTC TVSTC VSTC Totals 





87 


88 


87 


88 


87 


88 


87 


88 


87 


88 


87 


88 


Arr»h Vpoh 

Al.V>Il XCV.il 






149 


148 














149 


148 


Ai"<*H TZnori" 
nj. ^11 Jiiiiji^J. 










184 


95 










184 


95 
















2 








2 


0 




42 


44 


















42 


44 


PAn/n 


















71 




71 

/ X 


fin 












4 


2 


26 


23 


16 


26 


46 


51 

X 


\>&IClU lCl»ll 






6 


11 

* X 














\j 


1 1 
X X 










115 

X XmJ 


62 


39 


49 


75 








900 




50 


38 






145 


47 


63 


58 






258 


X*t J 












28 


6 










2ft 


0 


D»t*» Processing 


184 


152 


49 


45 


192 


64 


115 


113 


229 


217 


769 


591 


Elect Engr 


250 


211 


271 


218 


226 


148 


149 


154 


344 


356 


1240 


1087 


Elect -Mech Engr 










68 


37 










68 


37 


Fire Tech 








14 


29 




25 


30 


56 


73 


110 


117 


fipTiPral Enffr 






2 


A 


6 


6 


25 


19 






33 


29 


Graphic Comm 


2 


39 


















2 


39 


Indus Mgt 


6 


14 






30 


5 


19 


19 


59 


5? 


114 


90 




87 


65 


91 

7 X 




19 

X y 


2 


42 


44 


121 

X & X 






276 


Mechanical Engr 


118 


98 


137 


106 


151 


62 


148 


127 


136 


133 


69C 


526 
















58 


43 






58 


43 


Onf 1 ral Rnffr 










18 


11 










18 

X wf 


11 


Oua! A<2<2nirancp/C!frl 


















43 


69 


43 


69 


Tnt'al Aqqao npffrPP 
XvLclJL xioowv* lyc^xcw. 


739 


661 


848 




1162 


524 


721 


705 


1075 


1079 


4545 


3702 


Certificates 


























Arch Drafting 














42 


44 






42 


4A 


Computer Elect 


14 


22 


















14 


22 




3 


A 


















3 


A 


Hazardous Waste 




















51 


0 


51 


Indus Drafting 














24 


15 




19 


24 


34 


Indus Elect 














11 


12 






11 


12 


Oiml Assurance/Ctrl 


















40 


31 


40 


31 


Total Certificates 


17 


26 


0 


0 


0 


0 


77 


71 


40 


101 


134 


198 


Non-Matric, Undecl 




























44 


121 


213 


222 


48 


577 


208 


245 


323 


342 


836 


1507 


Grand Total 


800 


808 


1061 


Q5S 


1210 


1101 


1006 


1021 


1438 


1522 


5515 


5407 



ERIC 



26 



Table 1.17 
Connecticut State Technical Colleges 
Headcount by Technology 

Percent Change 
Fall 1987 to Fall 1988 



Associat-d Degree 



Fall 
1987 



Fall 
1988 



Percent 
Change 



Graphic Coram 
Chem Tech 

Qual Assurance/Ctrl 

Chem Engr 

Fire Tech 

Biomed Engr 

Arch Tech 

Civil Engr 

General Engr 

Elect Engr 

CAD/D 

Indus Mgt 

Data Processing 

Manufact Engr 

Mechanical Engr 

Nuclear Science 

Optical Engr 

Computer Sys 

Elect-Mech Engr 

Arch Engr 

Construction 

Aviation 

Total Assoc Degree 



2 

6 
43 
46 
110 
42 
149 
254 
33 
1240 
71 
114 
769 
360 
690 
58 
18 
258 
68 
184 
28 
2 

4545 



39 
11 
69 

51 
117 
44 
148 
229 
29 
1087 
60 
90 
591 
276 
526 
43 
11 
143 
37 
95 
6 
0 

3702 



1850.0% 
83.3% 
60.5% 
10.9% 
6.4% 
4.8% 
-0.7% 
-9.8% 
-12. 1% 
-12.3% 
-15.5% 
-21. 1% 
-23.1% 
-23.3% 
-23.8% 
-25.9% 
-38.9% 
-44.6% 
-45.6% 
-48.4% 
-78.6% 
-100.0% 

-18.5% 



Certificates 

Hazardous Waste 
Computer Elect 
Indus Drafting 
Data Processing 
Indus Elect 
Arch Drafting 
Qual Assurance/Ctrl 

Total Certificates 



0 
14 
24 

3 
11 
42 
40 

134 



51 
22 
34 
4 
12 
44 
31 

198 



57, 
41, 
33. 

9. 

4. 
-22. 



47. 8^ 



Non-Matric, Undecl 



836 



1507 



80. 3^ 



Grand Total 



5515 



5407 



-2.0% 



27 



Table 1.18 
Connecticut State Technical Colleges 
Headcount by Technology 
Percent of Enrollment 
Fall 1988 



Associate Degree 



Fall 

1988 



Percent of 
Enrollment 



Elect Engr 
Data Processing 
Mechanical Engr 
Manufact Engr 
civil Engr 
Arch Tech 
Computer Sys 
Fire. Tech 
Arch Engr 
Indus Mgt 

Qual Assurance/Ctrl 
CAD/D 
chem Engr 
Biomed Engr 
Nuclear Science 
Graphic Comm 
Elect-Mech Engr 
General Engr 
Optical Engr 
Chem Tech 
Construction 
Aviation 



1087 
591 
526 
276 
229 
148 
143 
117 
95 
SO 
69 
60 
51 
44 
43 
39 
37 
29 
11 
11 
6 
0 



29 
16 
14 
7 
6 
4 
3 
3 



4% 
0% 
2% 
5% 
2% 
0% 
9% 
2% 
2.6% 
2.4% 
1.9% 
1.6% 
1.4% 
1.2% 
1.2% 
1.1% 
1.0% 
0.8% 
0.3% 
0.3% 
0.2% 
0.0% 



Total Assoc Degree 



3702 



100. 0^ 



Certificates 

Hazardous Waste 
Arch Drafting 
Indus Drafting 
Qual Assurance/Ctrl 
Computer Elect 
Indus Elect 
Data Processing 

Total Certificates 



51 
44 
34 
31 
22 
12 
4 



25.8% 
22.2% 
17.2% 
15.7% 
11.1% 
6.1% 
2.0% 



198 



100.0% 



Non-Matric, Undecl 



1507 



Grand Total 

ERIC 



Table 1.19 

Connecticut State Technical Colleges 
Headcount by Sex & Technology 
Fall 1988 



Associate Degree 


GNHSTC 


HSTC 


NSTC 


TVSTC 


WSTC 


Totals 




F 


M 


F 


M 


F 


M 


r 


f 
il 


r 


M 


F 


w 

M 


Arch Tech 






35 


113 


OA 

20 


75 










CC 

55 


100 
loo 


Arch Engr 






















A 
U 


A 

0 


Aviation 






















A 
U 


A 

0 


Biomed Engr 


7 


37 


















/ 


3/ 


CAD/D 


















0 
0 


CO 

52 


0 


c 0 

52 


Chem Engr 










2 


0 


9 


14 


4 


00 

22 


15 


36 


Chem Tech 


* 




4 


"7 

7 














4 


7 


Civil Engr 






14 


101 


4 


33 


1 o 
IZ 


o3 






OA 

30 


1 AA 

199 


Computer Sys 


10 


Zo 






1 A 
iU 


3/ 


Q 

y 


49 






zy 


11/. 
114 


Construction 










2 


4 










2 


4 


Data Processing 


78 


74 


15 


30 


20 


44 


62 


51 


121 


96 


296 


295 


Elect Engr 






1 0 


ZUO 






i i 




J / 




OZ 


1 nn^ 


Elect-Mech Engr 










1 


36 










1 


36 


Fire Tech 






0 


14 






1 


29 


2 


71 


3 


114 


General Engr 






0 


4 


3 


3 


6 


13 






9 


20 


Graphic Comm 


13 


26 


















13 


26 


Indus Mgt 


6 


8 






2 


3 


i 


18 


7 


45 


16 


74 


Manufact Engr 


5 


60 


3 


69 


0 


2 


6 


38 


5 


88 


19 


257 


Mechanical Engr 


5 


93 


9 


97 


0 


62 


17 


110 


14 


119 


45 


481 


Nuclear Science 














11 


32 






11 


32 


Optical Engr 










0 


11 










0 


11 


Qual Assurance/Ctrl 


















15 


54 


15 


54 


Total Assoc Degree 


137 


524 


92 


641 


73 


451 


145 


560 


213 


866 


660 


3042 



Certificates 



Arch Drafting 

Computer Elect 3 19 

Data Processing 1 3 

Hazardous Waste 

Indus Drafting 

Indus Elect 

Qual Assurance/Ctrl 

Total Certificates 4 22 



8 


36 






8 


36 










3 


19 










1 


3 






12 


39 


12 


39 


2 


13 


4 


15 


6 


28 


0 


12 






0 


12 






14 


17 


14 


17 


10 


61 


30 


71 


44 


154 



Non-Matric, Undecl — — — — — — — — — — 

— - 24 97 33 189 126 451 59 186 69 273 311 1196 



ERIC 



Grand Total 165 643 125 830 199 902 214 807 312 1210 1015 4392 

29 



Table 1.20 

Connecticut State Technical Colleges 
Headcount by College & Technology 
Freshman - Senior- 
Fall 1988 



Associate Degree GNHSTC HSTC NSTC TVSTC WSTC Totals 





Pr 


Sr 


Fr 


Sr 


Fr 


Sr 


Fr 


Sr 


Fr 


Sr 


Fr 


Sr 


Arch Tech 






125 


23 














125 


23 


Arch Engr 










73 


22 










73 


22 


Aviation 






















0 


0 


Biomed Engr 


28 


16 


















28 


16 


CAD/D 


















46 


14 


46 


14 


Chem Engr 










1 


1 


11 


12 


18 


8 


30 


21 


Chem Tech 






8 


3 














8 


3 


Civil Engr 






86 


29 


30 


9 


58 


17 






174 


55 


Computer Sys 


32 


6 






32 


15 


43 


15 






107 


36 


Construction 










6 












c 
0 


0 


Data ProcessinjJT 


130 


22 


28 


17 


48 


16 


85 


28 


202 


15 


493 


98 


Elect Engr 


162 


49 


162 


56 


101 


47 


105 


49 


310 


46 


840 


247 


Elect -Mech Engr 










24 


13 










24 


13 


Fire Tech 






14 








19 


11 


73 




if'b 


11 


General Engr 






4 




6 




13 


6 






23 


6 


Graphic Comm 


39 




















39 


0 


Indus Mgt 


13 


1 






2 


3 


13 


6 


52 




80 


10 


Manu£act Engr 


53 


12 


57 


15 


2 




28 


16 


81 


12 


221 


55 


Mechanical Engr 


82 


16 


66 


40 


45 


17 


/y 


48 


111 
111 




O O O' 

ioi 


1/0 

i4j 


Nuclear Science 














24 


19 






Z4 


19 


Optical Engr 










c 

J 


c 
0 






69 






0 


Qual Assurance/Ctrl 




















ft 

69 


0 


Total Assoc Degree 


~ "* "* 

539 


~ *" ~ 
122 


~ "* 

550 


" *■ " 

183 


O "7 C 

375 


149 


478 


O O "7 

227 


962 


117 


OftA t 

2904 


/9o 


Certificates 


























Arch Drafting 














41 


3 






41 


3 


Computer Elect 


19 


3 


















1 ft 
19 


3 


Data Processing 


3 


1 














51 




3 


1 


Hazardous Waste 




















51 


0 


Indus Drafting 














14 


1 


19 




33 


1 


Indus Elect 














1 O 

IZ 










u 


Qual Assurance/Ctrl 


















31 




31 


0 


Total Certificates 


22 


4 


0 


0 


0 


0 


67 


4 


101 


0 


190 


8 


Non-Matric, Undecl 




























121 




219 


3 


577 




245 




342 




1504 


3 


Grand Total 


682 


126 


769 


186 


952 


149 


790 


231 


1405 


117 


4598 


809 



ERIC 



30 



Table 1.21 

Connecticut State Technical Colleges 
Headcount by Technology & Ethnicity 



Natv Non-res 



Associate Degree 


Black 


Araer 


Asian 


Hisp. 


White 


Alien 


Tota] 


Arch Tech 


4 




4 


8 


131 


1 


148 


Arch Engr 


8 




1 


14 


72 




95 


Biomed Engr 


5 




2 


5 


32 




44 


CAD/D 






1 


3 


56 




60 


Chem Engr 


2 




1 


3 


45 




51 


Chem Tech 


3 




2 




6 




11 


Civil Engr 


15 


1 


2 


10 


200 


1 


229 


Computer Sys 


15 




5 


9 


114 




143 


Construction 










6 




6 


Data Processing 


53 


3 


18 


22 


493 


2 


591 


Elect Engr 


80 




47 


28 


927 


5 


1087 


A j.ec L^necn niii^i. 


fi 

o 




•t 


1 






J 1 


Fire Tech 


2 


1 




1 


113 




117 


General Engr 


3 


1 




1 


24 




29 


Graphic Co mm 


3 


2 




4 


30 




39 


Indus Mgt 


5 






2 


83 




90 


Manufact Engr 


10 




12 


3 


249 


2 


276 


Mechanical Engr 


29 


1 


10 


9 


475 


2 


526 


Nuclear Science 


2 






1 


40 




43 


Optical Engr 










11 




11 


Qual Assurance/Ctrl 


2 




1 


1 


65 




69 


Total Assoc Degree 


249 


9 


110 


125 


3196 


13 


3702 



Certificates 



Arch Drafting 


1 




1 


6 


36 




44 


Computer Elect 


6 




1 


4 


11 




22 


Data Processing 








1 


3 




4 


Hazardous Waste 


4 








47 




51 


Indus Drafting 


■ 1 




1 




32 




34 


Indus Elect 








2 


10 




12 


Qual Assurance/Ctrl 








1 


30 




31 


Total Certificates 


12 


0 


3 


14 


169 


0 


198 


Non-Ma trie, Undecl 


















130 


3 


53 


86 


1234 


1 


1507 


Grand Total 


















391 


12 


166 


225 


4599 


14 


5407 



ERIC 



31 



Table 1,22 

Connecticut State Technical Colleges 
Ethnic Enrollment 
Fall 1988 



College 


Black 


Natv 
Amer 


Asian 


Hisp 


White 


Non-res 
Alien 


Total 


Gr New Haven 


77 


3 


21 


53 


654 


0 


808 


Hartford 


82 


0 


55 


29 


784 


5 


955 


Norwalk 


167 


3 


62 


74 


■ 790 


5 


1101 


Thames Valley 


23 


3 


10 


30 


951 


4 


1021 


Waterbury 


42 


3 


18 


39 


1420 


0 


1522 


Totals 


391 


12 


166 


225 


4599 


14 


5407 



MINORITY ENROLLMENT 

(PERCENT OF TOTAX. ENROIXMENT) 



16% 
14-% 
12% 

a% 

6% 
4-% 
2% 

o% 



11 




LVVVVV1 

Black 

I ^ 
Nat Amer 

Asian 

Hisponic 



GNHSTC 



Hi^TC NSTC TVSTC 
College 



WSTC 



ERIC 



32 



Table 1,23 

Connecticut State Technical Colleges 
Ethnic Enrollment Comparison 
Fall 1987 - Fall 1988 



Natv Non-res 
Year Black Amer Asian Hisp White Alien Total 



1987- 88 353 21 185 174 4727 55 5515 

1988- 89 391 12 166 225 4599 14 5407 
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Table 1.24 

Connecticut State Technical Colleges 
Student Residence Enrollment 
Fall 1988 



Permanent Residence HSTC WSTC TVSTC NSTC GNHSTC SYSTEM 



Andover 


2 


- 


2 


- 


- 


4 


Ansonia 


1 


30 


- 


6 


9 


46 


Ashford 


1 


- 


4 


- 


- 


5 


Avon 


4 


1 


- 


- 


- 


5 


Barkh£unstead 


- 


- 


- 


- 


- 


- 


Beacon Falls 


- 


14 


- 


- 


1 


15 


Berlin 


18 


3 


1 


- 


- 


22 


Bethany 


- 


1 


- 


- 


6 


7 


Bethel 


- 


16 


- 


11 


2 


29 


Bethlehem 


2 


15 


- 


- 


- 


17 


Bloom£ield 


12 


- 


- 


- 


- 


12 


Bolton 


2 


- 


- 


- 


- 


2 


Bozrcih 






14 






14 


Branford 


1 






1 


28 


30 


Bridgeport 




3 




145 


38 


186 


Bridgewater 














Bristol 


52 


74 






1 


127 


Brookfield 




11 




6 




17 


Brooklyn 






5 






5 


Burlington 


4 


5 








9 
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Permanent Residence HSTC WSTC TVSTC NSTC GNHSTC SYSTEM 

Canaan 1 1 - - • 2 

Canterbury - - 21 - - 21 

Canton 5 1 - - - 6 
Chaplin 

Cheshire 7 29 - 1 5 42 

Chester - - 2 - 1 3 

Clinton 1-4-49 

Colchester 3 - 33 - - 36 
Colebrook 

Columbia 1 - 8 - - 9 

Cornwall ------ 

Coventry 4 / - 1 - - 5 

Cromwell 4 3 1-19 

Danbury - 50 - 20 - 70 

Darien - - - 27 - 27 

Deep River * - - - - 1 1 

Derby - 8 - 3 11 22 

Durham - 2 - - 8 10 

East fori ------ 

East Granby 7 - - - - 7 

East Haddam - 1 3 - - 4 

East Hampton 6 1 4 - 1 12 

East Hartford 71 - - - - 71 
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Permanent Residence HSTC WSTC TVSTC NSTC GNHSTC SYSTEM 
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f cll J. I. XtrJLQ 








49 
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so 




9 
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;i 
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mJ 


VaXaS L vlIlUU J. y 


17 

X / 


1 

X 


1 






19 

X 7 




2 


•J 








5 


V2I J.CUtUjr 


4 










A 










30 




30 








37 






37 


vij. OLon 






101 

X V/ X 






101 

X V7 X 


ValiXxxuxvi 




1 






20 


21 


ilCiV*V*CUl 


4 




2 




6 


12 












62 


62 


Hampton 






1 






1 


Hartford 


119 


1 








120 


fiartland 


4 


1 








5 


Harwinton 


1 


10 








11 


Hebron 


3 




1 






4 
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Permanent Residence HSTC WSTC TVSTC NSTC GNHSTC SYSTEM 
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31 




0 






00 






Kf /wi v /\ f\ 

noni>oe 






1 . 
1 




1 
1 


0 

Z 


Montville 


1 




69 




2 


72 


Morris 




4 








4 


Naugatuck 




108 




1 


2 


111 


New Britain 


68 


18 




1 


3 


90 


New Canaan 








18 




18 
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Permanent Residence 



HSTC WSTC TVSTC NSTC GNHSTC SYSTEM 



New Fairtield 




1 1 




3 




14 


New Hartford 


o 
L 


3 








5 


New Haven 


0 


•J 

1 


1 




113 


132 


Nevington 


J/ 


z 








39 


New London 










2 


57 


New niiiord 




on 




0 


2 


28 


Newtown 




1 Q 




9 




28 


NortolK 


1 
1 










1 


North Branford 


1 

1 








34 


35 


North Canaan 














Mortn naven 








1 


/D 


/o 


Nortn otonington 






•7 
/ 






/ 


Norwalk 




X 




zz/ 




ooo 
ZZo 


Norwich 






icy 

154 






154 


Old Lyme 






1 






1 


Old Saybrook 


Z 




o 
o 






10 


Orange 




o 




z 




Q 


Oxford 








0 


1 

1 


01 


Plainfield 






52 






52 


Plainvllle 


16 


22 








38 


Plymouth 


2 


26 








28 


Pomfret 


1 




3 






4 


Portland 


3 


3 






1 


7 
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Permainent Residence 



HSTC WSTC TVSTC NSTC GNHSTC SYSTEM 



Preston * 

Prospect - 33 - - - 33 

Putnam - - 3 - - 3 

Redding - 2 - 6 - 8 

Ridgefiald - 3 - 14 - 17 

Rocky Hill 8 1 1 - - 10 

Roxbury - . 1 - - - 1 
Salem * 

Salisbury - 1 _ _ - i 

Scotland - - 1 - - 1 

Seymour * ----11 11 

Sharon - 1 - - - 1 

Shelton - 20 - 30 17 67 

Sherman - 1 - - - 1 

Sirasbury 12 - - 2 - 14 

Soraers . 2 - - - - 2 

Southbury - 28 - 1 - 29 

Southington 20 68 - - 4 92 

South Windsor 22 - 1 - - 23 

Sprague - - 15 - - 15 

Stafford 9 - - - - 9 

Stamford - - - 259 1 260 

Sterling - . 8 - - 8 
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ERIC 



Permanent Residence HSTC WSTC TVSTC t^STC GNHSTC SYSTEM 



Stonington - - 69 - - 69 

Stratford - 4 - 51 13 68 

Suffield 2 - - - - 2 

Thomas ton - 27 - - - 27 

Thompson - - 13 - - 13 

Tolland 11 - 1 - - 12 

Torrington 9 68 - - - 77 

Trumbull - 3 - 32 4 39 
Union * . 

Vernon 34 - 1 - - 35 

Voluntown - - 9 - - 9 

Wallingford 7 10 - 1 70 88 

Warren - 2 - - - 2 

Washington - 2 - - 1 3 

Waterbury 2 374 1 1 5 383 

Waterford - - 59 - - 59 

Watertown - 86 - - - 86 

Westbrook - - 5 - - 5 

West Hartford 48 1 - - 1 50 

West Haven 1 - - <> 52 59 

Weston - - - 1 - 1 

Westport 1 - - 16 - 17 

Wethers fie Id 34 - - - - 34 
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ERIC 



Permanent Residence HSTC WSTC TVSTC NSTC GNHSTC SYSTEM 



Wiiiington 


4 




0 

z 






6 


Wilton 








1 A 
iU 




10 


wincnes icr 








4 




16 


no m 

w JLuuncuu 


1 
1 












W JLIlUoUJ. 














Windsor Locks 


10 


- 


- 


- 


- 


10 


Wolcott 


3 


54 


- 


- 


1 


58 


Uoodbridofe * 

If W\A U Jv <JL \A Js Va 










o 




Woodbury 


1 


22 


- 


- 




23 


Woodstock 


1 


- 


4 


- 


- 


5 


Other Connecticut 


- 


6 




2 


- 


8 


Total Connecticut 


950 


1520 


977 


1082 


808 


5337 


Out of State 




2 


40 


14 




56 


Non Resident Alien 


5 




4 






14 


Grand Totals 


955 


1522 


1021 


1101 


808 


5407 



Towns with * do not have unique Zip codes so that 
students from these communities may be counted 
with another community. 
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Table 1.25 

Connecticut State Technical Colleges 
Age Distribution 
Fall 1988 

Full-Time 



College 


15-19 


20-24 


25-29 


30-34 


35-39 


40-44 


45-59 


60+ 


Total 


Gr New Haven 


163 


93 


26 


17 


10 


5 


0 


0 


314 


Hartford 


138 


159 


37 


13 


7 


6 


2 


1 


363 


Norvalk 


120 


203 


42 


23 


5 


6 


2 


1 


402 


Thames Valley 


189 


109 


35 


31 


18 


4 


2 


0 


388 


Waterbury 


254 


160 


33 


18 


11 


3 


3 


0 


482 


Totals 


864 


724 


173 


102 


51 


24 


9 


2 


1949 










Part-Time 










College 


15-19 


20-24 


25-29 


30-34 


35-39 


40-44 


45-59 


60+ 


Total 


Gr New Haven 


72 


108 


98 


87 


69 


37 


20 


3 


494 


Hartford 


20 


152 


170 


125 


58 


34 


29 


4 


592 


Norvalk 


33 


180 


180 


133 


85 


44 


38 


6 


699 


Thames Valley 


29 


162 


165 


120 


62 


42 


35 


18 


633 


Waterbury 


20 


223 


281 


229 


135 


73 


66 


13 


1040 


Totals 


174 


825 


894 


694 


409 


230 


188 


44 


3458 



FULL-TIME PART-TIME 




ERIC 
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Connecticut State Technical Colleges Table 1.25 

Age Distribution (cont'd) 
Fall 1988 



College 


15-19 


20-24 


Full-Time and Part-Time 
25-29 30-34 35-39 40-44 


45-59 


60+ 


Total 


Gr New Haven 


235 


201 


124 


104 


79 


42 


20 


3 


808 


Hartford 


158 


311 


207 


138 


65 


40 


31 


5 


955 


Notvalk 


153 


383 


222 


156 


90 


50 


40 


7 


1101 


Thames Valley 


218 


271 


200 


151 


80 


46 


37 


18 


1021 


Waterbury 


274 


383 


314 


247 


146 


76 


69 


13 


1522 


Totals 


1038 


1549 


1067 


796 


460 


254 


197 


46 


5407 



AGE DISTRIBUTION ENROLLMENT 

FULL-TIME 8c PART-TIME 
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SECTION II 
CLASS SIZE 



o 44 
ERIC . 



Table 2.1 

Connecticut State Technical Colleges 
Lecture & Laboratory Class Size by Technology 

LECTURE CLASS SIZE 





Fall- 


■1988 


Winter-1988 


Sprin<- 


-1989 


1988 


- 89 


#Sec 


Avg 


#Sec 


Avg 


#Sec 


Avg 


#Sec 


Avg 


iircn urctmng 


1 A 
14 


21.1 


15 


1 s 
u 


7 


13 


14.8 


42 


17.2 


iircn angT lecn 




24.6 


15 


L 1 


0 

• o 


10 


22.0 


37 


22.5 


iircn lecn 


ID 


23.1 


18 


1 Q 


c 

• J 


19 


15.9 


52 


19 4 


Diomeaiccti iiingr 


o 


11.1 


5 


iZ 


Q 
• O 


5 


12.6 


13 


12.3 


LiiU/iJ lecn 


0 


15.5 


8 




/, 

• 


6 


16.7 


20 


15.4 


^liAfn T7norv* T^^/^li 

uneni au^L *.ecn 


J 1 


15.7 


23 


iZ 


• u 


23 


15.0 


77 


14.4 




7 


11.1 


4 


iZ 


c\ 
• \j 


5 


15.4 


16 


12.7 


uivxx i6cn 


ID 


16.2 


17 


10 


• u 


17 


15.9 


49 


16.0 


uouipu L6J. i^ys 




18.5 


11 


1 1 




10 


14.9 


34 


15.1 


Data Processing 


92 


17.1 


84 


14 


.4 


90 


13.9 


266 


15.1 


Elect Engr Tech 


85 


20.2 


93 


17 


.1 


90 


15.5 


268 


17.6 


isxec L necn lecn 


Q 
O 


9.9 


q 


iU 


Q 


10 


10.7 


27 


10.5 


Fire Tech 






1 


12 


.0 


o 


iU . J 


1 J 


11 9 


Indus Mgt Tech 


12 


17.7 


9 


16 


.8 


13 


11.5 


34 


15.1 


Humanities 


110 


18.8 


106 


17 


.5 


98 


20.2 


314 


18.8 


Manuf Engr Tech 


43 


14.6 


54 


12 


.2 


44 


12.1 


141 


12.9 


Math/Phy/Chem 


162 


21.3 


161 


18 


.1 


122 


17.5 


445 


19.1 


Mech Engr Tech 


44 


15.3 


47 


14 


.0 


hi 


15.3 


138 


14.8 


Nuclear Engr 


9 


14.2 


11 


11 


.4 


16 


13.7 


36 


13.1 


Pre-Tech 


11 


18.4 


7 


12 


.0 


5 


12.0 


23 


15.1 


Quality Assur/Ctl 


3 


18.4 


4 


20 


.0 


3 


15.3 


10 


18.1 




695 


18.6 


708 


16 


.0 


652 


15.9 


2055 


16.8 



LABORATORY CLASS SIZE 





Fall- 


■1988 


Winter 


-1988 


Spring- 


•1989 


1988 


- 89 




#Sec 


Avg 


#Sec 


Avg 


#Sec 


Avg 


#Sec 


Avg 


Arch Drafting 


10 


20.9 


11 


14.8 


11 


12.8 


32 


16.0 


Arch Sngr Tech 


6 


22.0 


8 


19.5 


7 


20.6 


21 


20.6 


Arch Tech 


3 


12.7 






3 


12.0 


6 


12.3 


Biomedical Engr 


4 


13.2 


6 


12.8 


7 


12.4 


17 


12.8 


CAD/D Tech 


13 


18.2 


10 


15.4 


10 


13.4 


33 


15.9 


Ch'^'^ Engr Tech 


26 


13.4 


19 


10.6 


22 


12.1 


67 


12.2 


Chi^ Tech 


4 


10.5 


4 


10.8 


7 


10.7 


15 


10.7 


Civil Tech 


9 


11.2 


16 


11.4 


16 


10.6 


41 


11.1 


Computer Sys 


13 


18.5 


11 


11.3 


10 


14.9 


34 


15.1 


Data Processing 


. 79 


13.9 


64 


13.5 


70 


12,7 


213 


13.4 


Elect Engr Tech 


123 


13.9 


141 


11.9 


127 


11.1 


391 


12.3 


Elect Mech Tech 


7 


9.7 


6 


8.0 


7 


7.7 


20 


8.5 


Humanities 


5 


16.6 


1 


11.0 


10 


13,9 


16 


14.6 


Manuf Engr Tech 


33 


10.6 


51 


9.9 


31 


10.8 


115 


10.4 


Math/Phy/Chem 


70 


15.7 


74 


13.5 


48 


12.9 


192 


14.2 


Mech Engr Tech 


41 


11.2 


45 


10.9 


42 


9.9 


128 


10.7 


Nuclear Engr 










5 


16 


5 


16.0 


Pre -Tech 


1 


18.0 


1 


9.0 


1 


5.0 


3 


10.7 




447 


14.1 


468 


12.2 


434 


11.9 


1349 


12.7 



Table 2.2 

Connecticut State Technical Colleges 
Frequency Distribution of 
Course Sections by Class Size 
Fall 1988 







no -L w 


IN O X 


X V O X w 


Wo X \^ 


1 

X 












2 


g 
w 




o 








w 










(L 


w 


O 

£» 








5 


4 


7 


4 


0 


X 


6 






4 


Q 
o 


n 


7 


11 


1 2 

X £a 


7 


3 


3 


8 


7 


14 

X *z 




1 

X 


xu 


9 


10 


11 
X X 


7 


15 

X — ' 


X o 


10 


16 

X \J 


14 

X *Z 


15 

X — ' 


Q 


xz 


X X 


12 

X£ 


Q 


1 7 

X / 


1 4. 

XTt 


X X 


X £t 


3 


X X 


1 2 

X ^ 


Q 


1 3 
x^ 


13 


14 


14 

x*z 


8 


15 

X 


X •J 


14 


14 


8 


14 

X*x 


18 

X o 


Q 


15 

X 


10 

X w 


10 

X \J 


10 

X \J 


1 5 

X — ' 


X vj 


16 


7 


11 


10 


14 

x*z 


16 

X \J 


17 

X ' 


18 

X sJ 


8 


13 

X 


5 


1 2 
x^ 


18 


5 


9 


13 


11 

X X 


7 


19 


10 

X w 


5 


11 

X X 


12 

X £m 


20 


20 


7 


8 


9 


14 


7 


21 


12 

X ^ 


6 


8 


11 

X X 


1 8 

X O 


22 


3 


1 


7 


3 


1 2 

X ^ 


23 


5 


4 


5 


11 

X X 


6 


24 


4 


3 
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•J 
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2 


2 


2 


3 


11 


28 


4 


2 


1 


0 


12 


29 


1 


4 


3 


4 


3 


30 


3 


3 


0 


4 


4 


31 


1 


1 


4 


2 


2 


32 


1 


2 


4 


1 


3 


33 


3 


2 


1 


2 


2 


34 




3 


4 


3 


1 


35 


1 


3 


4 




2 


36+ 


1 


9 


3 


1 


2 




200 


209 


241 


229 


262 
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Frequency Distribi^tion of 
Of Course Sections by Class Size 




1-5 11-15 21-25 31-35 

6-10 16-20 26-30 36+ 

Number of Enrollees 
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SECTION III 
FACULTY 




Connecticut State Technical Colleges 
Faculty by College, Ethnic Group & Sex 
Fall 1988 



Table 3.1 



Ethnic Group GNHSTC HSTC NSTC TVSTC WSTC Totals 

FM FM FM FM FMFM 

Amer Natv 0 0 

Asian 11 0 2 

Black 11 1 12 

Hispanic 1 0 1 

Caucasian 4 24 6 38 7 29 7 32 3 37 27 160 

Otiiei,Not Indicated 1 0 1 

Totals 5 27 6 39 7 30 7 32 3 38 28 166 



FACULTY BY COLLEGE Sc SEX 



ioo% 

60% 



40% 



20% 



6NHSTC HSTC NSTC TVSTC WSTC 



Female 

i 1 

Male 



49 



Table 3.2 



Connecticut State Technical Colleges 
Faculty by Rank 
Fall 1988 



Rank 


GNHSTC 


HSTC 


NSTC 


TVSTC 


WSTC 


Tota: 


Professor 


3 


12 


12 


12 


15 


54 


Assoc Professor 


9 


17 


12 


13 


13 


64 


Asst Professor 


18 


15 


13 


12 


13 


71 


Instructor 


2 


1 




2 




5 


Totals 


32 


45 


37 




41 


194 



FACULTY EY RAInTK 
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^ / ^ y ^ ^\ 
Aascc Prof 



GNHSTC HSTC 



NSTC 



TVSTC WSTC 
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Connecticut State Technical Colleges 
Full Time Faculty by Technology 
Fall 1988 



Table 3.3 



Technology GNHSTC HSTC NSTC TVSTC WSTC Totals 

Arch Drafting 2 2 

Arch Tech 3 3 

Arch Engr 2 2 

Biomed Engr 3 3 

CAD/D 3 3 

Chem Engr 3 2 3 8 

Chem Tech 2 2 

Civil Engr 5 2 7 

Computer sys 4 4 

Data Processing 8 5 4 7 5 29 

Elect Engr 5 10 4 6 9 34 

Elect-Mech Engr 3 3 

Humanities • 4 3 5 6 5 23 

Indus Mgt 2 2 

Manufact Engr 13 2 2 3 11 

Math/ Physics/ Chem 7 10 6 5 10 38 

Mechanical Engr 4 2 2 5 3 17 

Nuclear Science 2 2 

Pre-Tech 1 1 

TOTALS 32 45 37 39 41 194 
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ERIC 



SECTION IV 
GRADUATES &c PLACEMENT 
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Table 4.1 

Connecticut State Technical Colleges 
Degrees and Certificates Awarded 
1987-88 Academic Year 



GNHSTC HSTC NSTC TVSTC WSTC Totals 



Associate Degree 


P 


M 


F 


M 


F 


M 


F 


M 


F 


M 


F 


M 


All 


Arch Tech 






2 


18 














2 


18 


20 


Arch Engr 










4 


9 










4 


9 


13 


Biomed Engr 


2 


5 


















2 


5 


7 


CAD/D 


















4 


24 


4 


24 


28 


Chem Engr 












1 


2 


5 


3 


2 


5 


8 


13 


Chera Tech 






4 


2 














4 


2 


6 


Civil Engr 






5 


20 




3 










5 


23 


28 


Computer Sys 


1 


4 






2 


8 


2 


13 






5 


25 


30 


Data Processing 


lo 


7 


o 
L 


10 


6 


o 

8 


10 


7 


25 


21 


61 


53 


114 


Elect Engr 


4 


33 


4 


52 


1 


17 


4 


33 


2 


54 


15 


189 


204 


Elect-Mech Engr 












8 










0 


8 


8 


Fire Tech 








1 




1 




4 




2 


0 


8 


8 


General Eng 








1 






1 


3 






1 


4 


5 


Indus Ngt 












2 




3 




4 


0 


9 


9 


Manufact Engr 




9 


1 


17 




1 


1 


9 


3 


22 


5 


58 


63 


Mechanical Engr 


2 


8 


3 


24 


2 


16 


3 


23 




23 


10 


94 


104 


Nuclear Science 














4 


17 






4 


17 


21 


Optical Eng 












3 










0 


3 


3 


Qual Assurance 


















2 


2 


2 


2 


4 


Total Degrees 


. ~ - 

27 




66 




21 


145 


15 


77 


» • • 

27 


* » • 

117. 


^ _ _ 

39 


_ _ ^ 

154 


« * » 

129 


_ _ _ ^ 

559 


„ _ ^ _ 

688 


Certificates 




























Arch Drafting 














9 


11 






9 


11 


20 


pAn/n 




















1 


0 


1 


1 


Computer Elect 


2 


5 


















2 


5 


7 


Data Processing 


2 


1 


















2 


1 


3 


Indus Drafting 














3 


8 






3 


8 


11 


Indus Elect 
















1 






0 


1 


1 


Quality Control 


















2 


7 


2 


7 


9 


Total Certificates 


4 


6 


0 


0 


0 


0 


12 


20 


2 


8 


18 


34 


52 


Grand Total 


31 


72 


21 


145 


15 


77 


39 


137 


41 


162 


147 


593 


740 



53 



COLLEGE: STATE TECHNICAL COLLEGE SYSTEM 



1988 PLACEMENT DATA 



Table 4.2 
Page 1 of 6 



TECHNOLOGY: 



GRADUATES 



CURRENTLY 
SEEKING CONTINUING DATA 
EMPLOYED EMPLOYMENT EDUCATION INCOMPLETE 



(1) 
PCT EMPL 
OF THOSE 
AVERAGE SEEKING 
SALARY EMPLOYMENT 



(2) 
PERCENT 

OF 
RESPOND 



(3) 
PERCENT 

OF 
RESPOND 



PLACED EMPLOYED 



(4) 
PERCENT 

OF 
RESPOND 
CONT ED 



Associate Degrees: 


















ARCH ENG TECH 


13 


6 


0 


6 


1 


22,190 


100% 


100% 


ARCH TECHNOLOGY 


20 


9 


3 


8 


3 


20,000 


100% 


100% 


BIOMED ENGINEERING 


7 


5 


1 


1 


0 


16,800 


83% 


86% 


CIVIL ENG TECH 


28 


21 


0 


5 


2 


21,776 


100% 


100% 


CHEM ENG TECH 


13 


9 


0 


4 


0 


21,807 


100% 


100% 


CHEM TECH 


6 


5 


0 


0 


1 


20,133 


100% 


100% 


OOMP AIDED DRAFT/DES 


28 


15 


0 


11 


2 


20,950 


100% 


100% 


COMPUTER SYSTEMS 


30 


24 


0 


5 


1 


20,386 


100% 


ro% 


DATA PROCESSING TECH 


114 


68 


12 


20 


14 


21,344 


85% 


88% 


ELECT ENG TECH 


204 


1 12 


lo 


DO 


on 




ooey 

oo^ 


91% 


ELF.CTROMECH ENG TECH 


8 


5 


1 


I 


1 


21,750 


83% 


86% 


GEIIERAL ENG TECH 


5 


5 


0 


0 


0 


17,250 


100% 


100% 


INDUSTRIAL MGT TECH 


9 


8 


0 


0 


1 


27,500 


100% 


100% 


MANUF ENG TECH 


63 


40 


2 


15 


6 


21,749 . 


95% 


96% 


MECH ENG TECH 


104 


65 


2 


30 


7 


23,208 


97% 


98% 


NUCLEAR SCI TECH 


21 


17 


0 


4 


0 


21,896 


100% 


100% 


OPTICAL ENG TECH 


3 


1 


1 


1 


0 


24,000 


50% 


67% 


QUALITY ASSURANCE 


4 


4 


0 


0 


0 




100% 


100% 


FIRE TECH 


8 


8 


0 


0 


0 


20,500 


100% 


100% 


A.S- DEGREE TOTALS 


688 


427 


38 


167 


5Q 








V/CJ. LJL I. X ^Cl Leo f 


















ARCH DRAFT TECH 


20 


12 


0 


7 


1 


15,515 


100% 


100% 


COMPUTER AIDED DRAFT 


1 


1 


0 


0 


0 




100% 


100% 


COMPUTER ELECTRONICS 


7 


0 


1 


1 


5 




0% 


50% 


DATA PROCESSING 


3 


1 


0 


1 


1 


19,500 


100% 


100% 


INDUSTRIAL DRAFTING 


11 


7 


0 


4 


0 


17,507 


100% 


100% 


INDUSTRIAL ELECT. 


1 


0 


0 


1 


0 






100% 


QUALITY CONTROL 


9 


9 


0 


0 


0 




100% 


100% 


CERTIFICATE TOTALS 


52 


30 


1 


14 


7 


16,411 


97^ 


98% 


GRAND TOTALS 


740 


457 


39 


181 


66 


21,062 


93% 


95% 



50% 
53% 
71% 
81% 
69% 
100% 
58% 
83% 
68% 
61% 
71% 
100% 
100% 
70% 
67% 
81% 
33% 
100% 
100% 
68% 



63% 
100% 
0% 
50% 
64% 
0% 
100% 
67^ 

68% 



50% 
47% 
14% 
19% 
31% 
0% 
42% 
17% 
20% 
30% 
14% 
0% 
0% 
26% 
31% 
19% 
33% 
0% 
0% 
27% 



37% 
0% 
50% 
50% 
36% 
100% 
0% 
31% 

27% 



1988 PLACEMENT DATA 



Table 4.2 
Page 2 of 6 



COLLEGE: GREATER NEW HAVEN STATE TECHNICAL COLLEGE 



TECHNOLOGY! 



(1) (2) 
PCT EMPL PERCENT 

CURRENTLY ™SE OF 

PEEKING CONTINUING DATA AVERAGE SEEKING RESPOND 
GRADUATES EMPLOYED EMPLOYMENT EDUCATION INCOMPLETE SALARY EMPLOYMENT__PLACED_EMPLOYED 



(3) 

PERCENT 

OF 
RESPOND 



('>) 
PERCENT 

OF 
RESPOND 
CONT ED 



Associate Degrees : 
ARCH ENG TECH 
ARCH TECHNOLOGY 
BIOHED ENGINEERING 
CIVIL ENG TECH 
CHEH ENG TECH 
CHEH TECH 

COMP AIDED DRAFT/DES 
COMPUTER SYSTEMS 
DATA PROCESSING TECH 
ELECT ENG TECH 
ELECTROHECH ENG TECH 
GENERAL ENG TECH 
INDUSTRIAL MGT TECH 
MANUF ENG TECH 
MECH ENG TECH 
NUCLEAR SCI TECH 
OPTICAL ENG TECH 
QUALITY ASSURANCE 
FIRE TECH 

A.S. DEGREE TOTALS 

Certificates:' 
ARCH DRAFT TECH 
COMPUTER AIDED DRAFT 
COMPUTER ELECTRONICS 
DATA PROCESSING 
INDUSTRIAL DRAFTING 
INDUSTRIAL ELECT. 
QUALITY CONTROL 

CERTIFICATE TOTALS 



GRAND TOTALS 

56 




5 

25 
37 



9 

10 



93 



7 
3 



10 
103 



3 
11 
14 



6 
7 



46 



1 
47 



5 
9 



17 



1 

18 



1 
5 
10 



19 



2 
21 



16,800 



1 20,000 
4 25,000 
4 19,700 



2 25,400 
26,000 



11 22,374 



1 19,500 

6 19,500 
17 22,313 



83% 



86% 



100% 
69% 
61% 



86% 
88% 



100% 
76% 
73% 



86% 
90% 



73% 



79% 



0% 

100% 



50% 
72% 



50% 
100% 



75% 
79% 



71% 



75% 
52% 
42% 



86% 
70% 



56% 



0% 
50% 



25% 
55% 



14% 



25% 
24% 
30% 



0% 
20% 



23% 



50% 
50% 



50% 
24% 



57 



COLLEGE: HARTFORD STATE TECHNICAL COLLEGE 



1988 PLACEMENT DATA 



Table 4.2 
Page 3 of 6 

















(1) 


(2) 


(3) 


(4) 
















PCT EMPL 


PERCENT 


PERCENT 


PERCENT 








CURRENTLY 








OF THOSE 


Or 


OF 


OF 


TECHNOLOGY* 






SEEKING 


r* n KIT T MI T T Mr* 


DATA 


AVERAGE 


SEEKING 


RESPOND 


RESPOND 


RESPOND 


\3l\l\UUt\LCiO 


EMPLOYED EMPLOYMENT 


TPniTPATTHM 


TMPnUDT IPTl? 

INl/UHrLiSXiS 


SALARY EMPLOYMENT 


PLACED 


EMPLOYED 


CONT ED 
























A'PPH T?MP TT7PH 


























9 


3 


o 
o 


3 


20,000 


100% 


100% 


53% 


47% 






















CTVTI. ENG TECH 


25 


19 




/. 
4 


0 


21,700 


100% 


100^ 


83% 


17% 


PnT?M T7MP TT7PW 




















HHEM TECH 


u 


5 






1 


20,133 


100% 


100% 


100% 


0% 


PHMP ATnT7n nPAT?T/nT7C 




















COMPUTER 9Y9TEM9 






















DATA PRfiPE<?^TMfi TPCH 

I/XlxA xJ^V/V/IZiOOXnUt xuV/Xl 


V) 


6 


4 






18,000 


60% 


/• "70/ 

67% 


50% 


17% 




30 


36 


7 


11 


2 


19,500 


84% 


87% 


67% 


20% 


























1 
1 


1 










100% 


100% 


100% 


0% 


INDUSTRIAL MGT TECH 




















MANUF ENG TECH 


18 


12 




3 




20,990 


100% 


1 nny 






HECH ENG TECH 


27 


17 


1. 


7 


2 


21,875 


94% 


96% 


68% 


28% 


NUCLEAR SCI TECH 






















OPTICAL ENG TECH 






















QUALITY ASSURANCE 






















FIRE TECH 


1 


1 










100% 


100% 


100% 


0% 


A.S. DEGREE TOTALS 


166 


106 


15 


35 


13 


20,449 


90% 


92% 


69% 


23% 



Certificates: 
ARCH DRAFT TECH 
COMPUTER AIDED DRAFT 
COMPUTER ELECTRONICS 
DATA PROCESSING 
INDUSTRIAL DRAFTING 
INDUSTx<IAL ELECT. 
QUALITY CONTROL 

CERTIFICiiTE TOTALS 



GRAND TOTALS 



166 



106 



15 



35 



13 20,449 



90% 



92% 



69% 



23% 



1988 PLACEMENT DATA 



Table 4.2 
Page 4 of 6 



COLLEGE: NORWALK STATE TECHNICAL COLLEGE 



CURRENTLY 
SEEKING 



CONTINUING DATA 



AVERAGE 



(1) 
PCT EMPL 

OF THOSE 

SEEKING 



(2) 

PERCENT 

OF 
RESPOND 



(3) 
PERCENT 

OF 
RESPOND 



(4) 
PERCENT 

OF 

RESPOND 

CONT ED 



TECHNOLOGY: 



Associate Degrees: 
ARCH ENG TECH 
ARCH TECHNOLOGY 
BIOMED ENGINEERING 
CIVIL ENG TECH 
CHEM ENG TECH 
CHEM TECH 

COMP AIDED DRAFT/DES 
COMPUTER SYSTEMS 
DATA PROCESSING TECH 
ELECT ENG TECH 
ELECTROMECH ENG TECH 
GENERAL ENG TECH 
INDUSTRIAL MGT TECH 
MANUF ENG TECH 
MECH ENG TECH 
NUCLEAR SCI TECH 
OPTICAL ENG TECH 
QUALITY ASSURANCE 
FIRE TECH 

A.S. DEGREE TOTALS 

Certificates: 
ARCH DRAFT TECH 
COMPUTER AIDED DRAFT 
COMPUTER ELECTRONICS 
DATA PROCESSING 
INDUSTRIAL DRAFTING 
INDUSTRIAL ELECT. 
QUALITY CONTROL 

CERTIFICATE TOTALS 



GRAND TOTALS 



13 


6 




g 


1 


22,190 


100% 


100% 


50% 


50% 


3 
1 


2 • 
1 




1 




22,300 
26,000 


100% 
100% 


100% 
100% 


67% 
100% 


33% 
0% 


10 
14 
18 
8 


10 
9 

13 
5 


1 


2 
4 
1 


3 
1 
1 


22,133 
17,014 
23,312 
21,750 


100% 
100% 
100% 
83% 


100% 
100% 
100% 
86% 


100% 
82% 
76% 
71% 


0% 
18% 
24% 
14% 


2 
1 
18 


2 
1 




2 


3 


32,000 
26,000 
26,083 


100% 
100% 
100% 


100% 
100% 
100% 


100% 
100% 
87% 


0% 
0% 
13% 


3 


1 


1 


1 




24,000 


50% 


67% 


33% 


33% 


1 

92 


1 

64 


2 


17 


9 


22,912 


100% 
97% 


100% 
98% 


100% 
77% 


0% 
20% 


92 


64 


2 


17 


9 


22,912 


97% 


98% 


77% 


20% 



COLLEGE: THAMES VALLEY STATE TECHNICAL COLLEGE 



TECHNOLOGY: 



GRADUATES 



1988 PLACEMENT DATA 



CURRENTLY 
SEEKING 
EMPLOYED EMPLOYMENT 



CONTINUING DATA 
EDUCATION INCOMPLETE 



AVERAGE 



(1) 
PCT EMPL 
OF THOSE 
SEEKING 



Table 4.2 
Page 5 o£ 6 



(2) 
PERCENT 

OF 
RESPOND 



(3) 
PERCENT 

OF 
RESPOND 



SALARY EMPLOYMENT PLACED EMPLOYED 



(4) 
PERCENT 

OF 
RESPOND 
CONT ED 



Associate Degrees: 
ARCH ENG TECH 
ARCH TECHNOLOGY 
BIOMED ENGINEERING 
CIVIL ENG TECfl 



CHEM ENG TECH 


7 


5 




2 




21,333 


100% 


100% 


71% 


29% 


CHEM TECH 






















COMP AIDED DRAFT/DES 






















COMPUTER SYSTEMS 


15 


11 




4 




18,903 


100% 


100% 


73% 


27% 


DATA PROCESSING TECH 


17 


14 




3 




21,076 


100% 


100% 


82% 


18% 


ELECT ENG TECH 


37 


23 




9 


5 


18,183 


100% 


100% 


72% 


28% 


ELECTROMECH ENG TECH 






















GENERAL ENG TECH 


4 


4 








17,250 


100% 


100% 


100% 


0% 


INDUSTRIAL MGT TECH 


3 


2 






1 


23,000 


100% 


100% 


100% 


0% 




in 


s 




R 
J 




on nnn 








DVZ 


MECH ENG TECH 


26 


17 




7 


2 


22,344 


100% 


100% 


71% 


29% 


NUCLEAR SCI TECH 


21 


17 




4 




21,896 


100% 


100% 


81% 


19% 


OPTICAL ENG TECH 






















QUALITY ASSURANCE 






















FIRE TECH 


4 


4 








20,500 


100% 


100% 


100% 


0% 


A.S. DEGREE TOTALS 


144 


102 


0 


34 


8 


20,362 


100% 


100% 


75% 


25% 


Certificates: 






















ARCH DRAFT TECH 


20 


12 




7 


1 


15,515 


100% 


100% 


63% 


37% 


COMPUTER AIDED DRAFT 






















COMPUTER ELECTRONICS 






















DATA PROCESSING 






















INDUSTRIAL DRAFTING 


11 


7 




4 




17,507 


100% 


100% 


64% 


36% 


INDUSTRIAL ELECT. 


1 






1 








100% 


0% 


100% 


QUALITY CONTROL 






















CERTIFICATE TOTALS 


32 


19 


0 


12 


1 


16,249 


100% 


100% 


61% 


39% 


GRAND TOTALS 


176 


121 


0 


46 


9 


19,716 


100% 


100% 


72% 


28% 



Table 4.2 

1988 PLACEMENT DATA Page 6 of 6 

COLLEGE: WATERBURY STATE TECHNICAL COLLEGE 

(1) (2) (3) (4) 

PCT EMPL PERCENT PERCENT PERCENT 
CURRENTLY OF THOSE OF OF OP 

SEEKING CONTINUING DATA AVERAGE SEEKING RESPOND RESPOND RESPOND 
TECHNOLOGY: GRADUATES EMPLOYED EMPLOYMENT EDUCATION INCOMPLETE SALARY EMPLOYMENT PLACED EMPLOYED CONT ED 



Associate Degrees: 
ARCH ENG TECH 
ARCH TECHNOLOGY 
BXOMED ENGINEERING 
CIVIL ENG TECH 





D 


Q 




0 




21,200 


100% 


100% 


60% 


40% 
























POMP ATnT?n nPAT?T/nT?Q 


9ft 








0 

Z 


on oc^n 
ZU,yjU 


1 AAV 

100% 


1 AAV 

100% 


58% 


42% 
























DATA DpnPTPQQTMP TPPH 


hO 


ZO 




Q 
O 


/ 


00 1 
ZZ, IjU 


A AO/ 

90% 


An V 

92% 


72% 


21% 


PT Pr*r 17MP T17PH 


JO 


ZD 




zz 


Q 
O 


Zl ,030 


1 AAV 

100% 


1 AAV 

100% 


54% 


46% 


PT PrTPOMPPn PM^2 TPPH 






















GENERAL ENG TECH 






















INDUSTRIAL MGT TECH 


4 


4 










100% 


100% 


100% 


0% 


MANUF ENG TECH 


25 


16 


1 


7 


1 


21,231 


94% 


96% 


67% 


29% 


MECH ENG TECH 


23 


11 




12 




21,428 


100% 


100% 


48% 


52% 


NUCLEAR SCI TECH 






















OPTICAL ENG TECH 






















QUALITY ASSURANCE 


4 


4 










100% 


iOO% 


100% 


0% 


FIRE TECH 


2 


2 










100% 


100% 


100% 


0% 


A.S. DEGREE TOTALS 


193 


109 


4 


62 


18 


21,581 


96% 


98% 


62% 


35% 


Certificates: 






















ARCH DRAFT TECH 






















COMPUTER AIDED DRAFT 


1 


1 










100% 


100% 


100% 


0% 


COMPUTER ELECTRONICS 






















DATA PROCESSING 






















INDUSTRIAL DRAFTING 






















INDUSTRIAL ELECT. 






















QUALITY CONTROL 


9 


9 










100% 


100% 


100% 


0% 


CERTIFICATE TOTALS 


10 


10 


0 


0 


0 




100% 


100% 


100% 


0% 


pY^. grand totals 


203 


119 


4 


62 


IB 


21,581 


97% 


98% 


64% 


34% 



Connecticut State Technical Colleges 
Placement Data Comparison 
1983 to 1988 



Table 4.3 



NUMBER PERCENT 

OF. PERCENT CONTINUING AVERAGE 

YEAR GRADUATES EMPLOYED EDUCATION SALARY 



1983 893 90% . 28% $;i6,400 

1984 1046 85% 32% $17,800 

1985 1008 86% 35% $18,757 

1986 895 92% 30% $19,558 

1987 775 95% 28% $20,940 

1988 740 93% 27% $21-062 
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GRADUATES EMPLOYED 
1983 — 1988 
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GRADUATES EMPLOYED 
1983 - 1988 
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GR.^UATES 


CONTINUING 
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1983 — 1988 
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GRADUATES CONTINUING 
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UJ 

UJ 
Q- 
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FIGURE 
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2 (B) DETAILED 
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Table 4.4 



COLLEGES & UNIVERSITIES 
AT WHICH 1988 STATE TECHNICAL COLLEGE GRADUATES 
ARE CONTINUING EDUCATION 



BERKLEE COLLEGE OF MUSIC 
BOSTON ARCHITECTURAL CENTER 
BOSTON UNIVERSITY 

CENTRAL CONNECTICUT STATE UNIVERSITY 

CITY COLLEGE OF NEW YORK 

EASTERN CONNECTICUT, STATE UNIVERSITY 

GREATER I'lEW HAVEN STATE TECHNICAL COLLEGE 

MANHATTAN COLLEGE 

MONTGOMERY COLLEGE 

NEW YORK INSTITUTE OF TECHNOLOGY 

NORTHEASTERN UNIVERSITY 

QUINNIPIAC C0LL7GE 

RENSSELAER POLYTECHNIC INSTITUTE 

ROCHESTER INSTITUTE OF TECHNOLOGY 

SACRED HEART UNIVERSITY 

SOUTHERN CONNECTICUT STATE UNIVERSITY 

SUNY TECH (UTICA, NY) 

SYRACUSE UNIVERSITY 

TEMPLE UNIVERSITY 

THAMES VALLEY STATE TECHNICAL COLLEGE 
UNIVERSITY OF BRIDGEPORT 
UNIVERSITY OF CENTRAL FLORIDA 
UNIVERSITY OF CONNECTICUT 
UNIVERSITY OF DAYTON 
UNIVERSITY OF HARTFORD 
UNIVERSITY OF LOWELL (MA) 
UNIVERSITY OF NEW HAVEN 
UNIVERSITY OF RHODE ISLAND 
UNIVERSITY OF SOUTH FLORIDA 
VIRGINIA POLYTECHNIC INSTITUTE 
WATERBURY STATE TECHNICAL COLLEGE 
WENTWORTH INSTITUTE OF TECHNOLOGY 
WESTERls' CONNECTICUT STATE UNIVERSITY 
WORCESTER POLYTECHNIC INSTITUTE 



69 



Table 4.5 
EMPLOYERS OF 1988 STC GRADUATES 



ABSOLUTE SECURITY UNLIMITED 
ACES 

AETNA LIFE & CASUALTY 
AIR PAX 

AMCO PRECISION TOOL 
AMITY BANK 
ARMSTRONG TIRE 
ASEA BROWN BOVERI 
ASSOCIATED ARCHITECTS 
ATLIS SYSTEMS 

AUTHOR D.. DEACON & SONS INC. 

AVERILL ENVIR. LAB CO. 

BACKUS HOSPITAL 

BARDEN CORP. 

BEAR'S BUILDERS 

BELL COMMUNICATIONS RESEARCH 

bELL ELECTRICAL CONTRACTORS 

BELLCORE (NJ) 

BENDIX 

BIC CORP. 

BIOSYSTEMS, INC. 

BLUE CROSS/BLUE SHIELD OF CONN. 
BONDED TECHNOLOGY, INC. 
BRANSON SONIC POWER CO. 
BRIDGEPORT HOSPITAL 
BRUNSWICK GOLF 
BURNDY CORP. 

<i M CORPORATION 
CANBERRA INDUSTRIES 
CARLINGSWITCH 

CARPENTER TECHNOLOGY CORPORATION 

CAVAL CO INC. 

^T=;COS TREATMENT, INC. 

CJiNTERBANK 

CENTRAL COOLING & HEATING CO. 

CENTURY 21 

CHANDLER EVANS INC. 

CHESEBROUGH-PONDS 

CHRENZIA & ASSOCIATES, LTD. 

CITY OF GROTON FIRE DEPT. 

CLAIROL 

CNC SOFTWARE 

CODESPOTI & ASSOCIATES 

COMBUSTION ENGINEERING 

COMPONENT ENGINEERING 

COMPUTER STAINLESS 



70 



CONKLIN & CONKLIN INC. 
CONNECTicUT LIGHT & POWER 
CONNECTICUT NATIONAL BANK 
CONNECTICUT NATURAL GAS CO, 
CONTINENTAL CAN 
CUNO LABS 

DAHLGREN CENTRAL SYSTEMS 
DANBURY FIRE DEPARTMENT 
DEPARTMENT OF TRANSPORTATION 
DOUGLAS RANDALL DIV, OF KIDDL 
DYNAMIC CONTROLS 
D,C. ALLEN ENGINEERING 
EASTERN ELECTRONICS 
ELDORADO CORP, 
ELECTRIC BOAT 

ELECTRIC ENTERPRISE OF STRATFORD, INC, 

ELECTRIC SERVICES, INC, 

ELECTRONICS FILM CAPACITORS 

EMERSON SOLAR PRODUCTS 

EMHART FASTENERS 

ENTHONE, INC. 

EXECUTONE 

FAIRPRENE INDUSTRIAL PRODUCTS 
FEDERAL EXPRESS 
FORD AEROSPACE 
FORSTER ENTERPRISES 
FOUR SEASONS GREENHOUSES 
FRANK MERCEDE & SON 
FRANSEN CONSULTANTS 
FUSS & O'NEIL 

GARDNER & PETERSON ASSOCIATES 
GAS TURBINE CO, 
GBR SYSTEMS 

GD/ EASTERN DATA CENTER 

GENERAL ANALYSIS CORP, 

GENERAL DATACOMM 

GENERAL ELECTRIC 

GENERAL INSTRUMENTS 

GEORGE FELLNER AIA ARCHIT, 

GERBER GARMEN. 

GERBER SCIENTIFIC PRODUCTS 

GOEHRINGER INGELHEIM PHARMACEUTICALS 

GUNTHER INTERNATIONAL 

HAMILTON STANDARD 

HANSON WHITNEY CO. 

HARTFORD HOSPITAL 

HARTFORD INSURANCE GROUP 

HARTFORD STEAM, BOILER CO, 

HERITAGE CABELVISION 
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HICKORY CHAIR CO. (NC) 

HILL & HARRIGAN, INC. 

H.L. ARtlOLD, JR., & ASSOCIATES 

IBM 

IMAGE GRAPHICS INC. 
INTEGRACAST 

INTEGRATED INDUSTRIAL SYSTEMS 

INTEGRATED SOFTWARE SPECIALISTS 

INTERTEC DESIGN INC. 

ISABEL ELAND SHOPS INC. 

IVY BIOMEDICAL SYSTEMS 

JAMES RIVER CORP. 

JEDA LTD. 

JOHANSON ELECTROTHERM CORP. 

JOHN BROWN E & C 

JOINT MEDICAL PRODUCTS 

JULIANO/KATT ENGINEERS P.C. 

J. GRIFFITH AIA ."ICHITECT 

KERITE CO. 

KEYES ASSOCIATES 

KIMCO BUILDERS 

KNIGHTS OF COLUMBUS 

LEISER SUPERSTORE 

LITTON LASERS SYSTEMS 

LOCKTITE CORP. . 

L.G. DEFELICE INC. 

MADRIGAL AUDIO LABS 

MALCOMB, TIRNIE 

MAN ROLAND 

MASSELLI & SONS 

MATATUCK, MANUFACTURING 

MAYBETH MATTON LANDSCAPE DESIGN 

MICRO TIME INC. 

i'lICROGNOSIS 

MINIT PRINT 

MOORE TOOL 

MORINS CORPORATION 

MUELLER ENGINEERING CORP. 

MUST SOPi^WARE INTERNATIONAL 

MYSTIC COLOR LAB 

M.S. A. 

NASH ENGINEERING 

NATIONAL SEMI CONDUCTOR 

NATIONAL VIDEO SERVICES 

NAVAL SHIPYARD, CHARLESTON, SC 

NEPTUNE COMPUTER GROUP 

NEW BRITAIN MACHINE CO. 

NEW LONDON FIRE DEPT. 

NEXUS ENGINEERING 



72 



NORDEN SYSTEMS 

NORTH AMERICAN PHILLIPS 

NORTHEAST IMPORTED PARTS & ACCESSORIES 

NORTHEAST UTILITIES 

NORWALK HOSPITAL 

NORWALK FIRE DEPT. 

NOVAMETRICS 

NOVAMETRIX 

OCMPONET FINISHING 

OFFIS CORP. 

OLIN CORP. 

PVERBAUGH TOOL CO. 

PARKER-HANIFIN 

PEASLEY DIE CASTINGS 

PENFIELD, INC. 

PERKIN-ELMER CORP. 

PFIZER 

PHOENIX MACHINE 

PITNEY BOWES 

POST PUBLISHING CO. 

POWER STATION CORP. 

PRATT & WHITNEY 

PRECISION INSTRUMENTS ' 

PREM^, INC. 

PRESTON PLANS SCHOOL 

PRE-DESIGNED STRUCTURES 

PRODUCTIVIT CONTROLS 

PURVIS SYSTEMS, INC. 

P.Q. CONTROLS 

P.R. DATA SYSTEMS 

QUIN, GIANNONI & LIVINGSTON 

RADIO SHACK 

RAYMON' ENGINEERING 

REVERE CORP. OF AMERICA 

RILEY CORBO 

ROGER ELECTRIC 

ROGERS CORP. 

RTM ASSOCIATES 

SCAN-OPTICS 

SCHOTT ELECTRONICS 

SEALECTRO CORP. 

SEALED AIR CORP. 

SEAS ENGINEERING 

SFM MEDIA CORP. 

SHERRI-CUP 

SHIPMANS FIRE EQUIPMENT 
SHORELINE SECUf.ITY 
SIKORSKY AIRCRAFT 
SOLOMAT PARTNERS 
SOMERS AND SCHEFILITI 
SOMERS THIN STRIP 
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SONALYSTS 

SONICS AND MATERIALS 
SPATH-BJORKLUND ASSOCIATES 
SPAULDxNG 

SPIROL INTERNATIONAL 
STAMFORD TOOL & DIE 
STANADYNE 
STANLEY PAINTING 
STATE OF CONNECTICUT 
"state WIDE SERVfcE CORP. 
STONE SAFETY CO. 

STONE & WEBSTER ENGINEERING CORP. 

SUPERIOR ELECTRIC 

S.D. PRECISION 

TECT ASSOCIATES LTD 

TELECO OILFIELD SERVICE CO. 

TELECONCEPTS , INC. 

TELEX COMPUTER PRODUCTS 

TFI CORPORATION 

THE TRAVELERS CO. 

THIN METALS CO. 

TIGERLEE CONSTRUCTION 

TORRINGTON CO. 

TOWN OF LEBANON FIRE DEPT. 

TOWN OF WEST HARTFORD 

TURN OF RIVER FIRE DEPARTMENT 

T.R.W. 

UAS AUTOMATION SYSTEMS 

UNC AEROSPACE 

UNC NAVAL PRODUCTS 

UNISYS 

UNITED HEARING SERVICES 
UNITED ILLUMINATING COMPANY 
UNITE! PARCEL 
UNIVERSAL DESIGN 

UNIVERSITY OF CONNECTICUT, STORES 
UNI -ROYAL CHEMICAL 
US CO 

UTITEC CORP. 
U.S. COAST GUARD 
U.S. NAVY 

U.S. NAVY SUBMARINE BASE 
U.S. SURGICAL 
VIEW ENGINEERING 
V-BAND 

WATERBURY FIRE DEPARTMENT 
WATERBURY HOSPITAL 
WESTPORT DEVELOPMENT CO. 
WHITTAKER-YARDNEY POWER SYSTEMS 
WINCHESTER ELECTRONICS 
WINTERMEYSR PENNEY COBB CONSULT. ENG 
YALE UNIVERSITY 
ZYGO CORP. 
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SECTION V 
SELECTED FINANCIAL DATA 
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Table 5.1 



STATE TECHNICAL COLLEGES 
AND 

OFFICE OF THE BOARD OF TRUSTEES 

SUMMARY OF EXPENDITURES 

TUITION & GENERAL FUND 

YEAR ENDED JUNE 30 1986, 1987 & 988 



COLLEGES 

Personal Services 
Other Expense 
Equipment 
Tuition Refunds 
.Fixed Charges 
Scholarship Aid 
Semester Conversion 

"OTAL COLLEGE EXPENDITURES 



1985-86 



11,180,532 
1,785,385 
458,741 
51,682 
9,382 
172,422 
0 

13,658,144 



1986-87 



12,182,935 
1,856,770 
529,009 
46,678 
6,619 
171,019 
0 

14,793,030 



1987-88 



14,792,217 
2,159,761 
569,263 
38,299 
7,001 
185,586 
0 

17,752,127 



OFFICE OF THE BOARD 

Personal Services 
Other Expense 
Equipment 
Tuition Refunds 
Fixed Charges 
Scholarship Aid 
Semester Conversion 

TOTAL BOARD EXPENDITURES 



684,024 
164,855 
23,490 
0 
0 
0 
0 

872,369 



910,313 
274,366 
56,811 
0 
0 
0 
0 

1,241,490 



1,023,393 
20d,778 
33,584 
O 
0 
0 

132,231 
1,394,986 



CONSOLIDATED EXPENDITURES 

Personal Services 11,864,556 13,093,248 15,815,610 

Other Expense 1,785,385 2,131,136 2,365,539 

Equipment 482,231 585,8?.0 602,847 

Tuition Refunds 51,682 46,678 38,299 

Fixed Charges 9,382 6j6i9 7,001 

Scholarship Aid 172,422 171,019 183,586 

Semester Conversion 0 0 132,231 

GRAND TOTAL TUITION & GENERAL FUNDS 14,530,513 16,034,520 19,147,113 



SUMEXP 
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Table 5.2 



ERIC 



EEF - BALANCE SHEET 
JUNE 30,1988 

HARTFORD WATERBURY T.VALLEY NORWALK N. HAVEN TOTAL 

ASSETS 

CASH IN CUSTODY OF "T. TREASURER 40,000 143,547 105,928 104,188 94,945 488,608 

DUE PROM OTHER FUNDS I :U 3,233 2,184 2,226 1,/14 10,491 

TOTAL ASSETS . . 41> t34 146,780 . 108,112 106,414 96,659 . 499,099 

FUND BALANCE 

RESERVE FOR APPROP. IN FORCE 28,714 13,465 (2,059) 39 50,294 90,453 

UNRESERVED 12,420 133,315 110,171 106,375 46,365 408,646 

TOTAL FUHD BALANCES . 41,134 146,780 108,112 106,414 96,659 499,099 

EFBALSHT 



11 
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Table 5. 



EDUCATIONAL EXTENSION FUND 
BALANCE SHEET 
JUNE 30, 1988 

REVENUE, EXPENSES AND CHANGES IN FUND BALANCE 





HARTFORD WATERBURY 


T.VALLEY 


NORUAL^ 


N. HAVEN 




TOTAL 


REVENUES 


420,518 


603,787 


538,453 


428,551 


293,340 


2 


,284,649 


NET EXPENDITURES 


459,502 


643,514 


573,234 


453,677 


308,434 


2 


,438,361 


EXCESS (DEFICIENCY) OF REV. OVER EXP 


(38,984) 


(39,727) 


(34,781) 


(25,126) 


(15,094) 




(153,712) 


TRANSFERS FROM OTHER FUNDS 


4,585 


10,744 


6,815 


8,775 


7,221 




38,140 


FUND BALANCE BEGINNING OF YEAR 


75,533 


175,763 


136,078 


122,765 


104,532 


1 


,113,770 


FUND BALANCE END OF YEAR 


41,1j4 


146,780 


J08,112 


106,414 


96,659 




499,099 



EBALSTCHG 



80 



79 



Table 5.4 



AUXILIARY SERVICES FUND 
BALANCE SHEET 
JUNE 30, 1988 

HARTFORD. WATERBURY T. VALLEY 



NORVALK N. HAVEN 



TOTAL 



ASSETS 

CASH IN CUSTODY OF ST. TREASURER 
DUE FROM OTHER FUNDS 

TOTAL ASSETS 

FUND BALANCE 

RESERVE FOR APPROP. IN FORCE 
UNRESERVED 

TOTAL FUND BALANCE 

ABALSHT 



11,481 
386 

11,C67 



23,666 
(11,799) 

11,867 



166,742 
2,7,9 

169,521 



30,677 
138,844 

169,521 



183,481 
3,170 

191,651 



123,432 
68,2iy 

191,651 



28,070 
641 

28,711 



2,070 
26,641 

28,711 



11,091 
258 

11,349 



8,391 
2,958 

11,349 



405,865 
7,234 

413,099 



188,236 
224,363 

413,099 
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Talbe 5.5 



AUXILIARY SERVICES FUND 
BALANCE SHEET 
JUNE 30, 1988 

REVENUE, EXPENSES & CHANGES IN FUND BALANCE 



REVENUES 


67, 


502. 


130, 


527 


276 


,628 


281 


,938 


39, 


962 


796, 


557 


NET EXPENDITURES 


98, 


098 


132, 


010 


277 


,478 


277 


.771 


50, 


154 


835, 


511 


EXCESS (DEFICIENCY) OF REV. OVER EXP 


(30, 


596) 


(1, 


483) 




(850) 


4 


,167 


(10, 


192) 


(38, 


954) 


TP^NSFERRED FROM OTHER FUNDS 


2, 


128 


10, 


830 


11 


,768 


1> 


667 


1, 


286 


27, 


679 


FUND BALANCE BEGINNING OF YEAR 


40, 


335 


160, 


174 


180 


,733 


22 


,877 


20, 


255 


424, 


374 


FUND BALANCE END OF YEAR 


11, 


867 


169, 


521 


191 


,651 


28, 


711 


11, 


349 


413, 


099 



AFBALCHG 
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Connecticut State Technical Colleges Table 5.6 

Distribution of Expenditures 
Year Ending June 30, 1988 



EXPENDITURES FUND 



General Fuid (76^) 




EXPENDITURES BY PROGRAM 

(GENEEAL & TOraON WDS) 




EXPENDITURES BY UNIT 

(GENERAL Sc TUmON FOTTjS) 




Table 5.7 



STATE TECHNICAL COLLEGES 

GENERAL & TUITION FUNDS 

BIGHT YEAR COMPARISON OF COSTS PER 

STUDENT PER CREDIT PER CONTACT HOUR BY COLLEGE 

BY COLLEGE 



ERIC 





HARTFORD 


WATERBURY 


T. VALLEY 


NORWALK 


N. HAVEN 


TOTAL 


1987-88 














STUDENTS (PTE) 


444 


542 


478 


435 


352 


2,251 


STUDENT CONTACT HOURS 


24,014 


29,664 


26,883 


23,015 


18,632 


122,208 


STUDENT CREDIT HOlffiS 


19,961 


24,409 


21,497 


19,587 


1 C ft ft ft 

15,822 


1 ftl ftT^ 

101 ,276 


$ COST PER STUDPJIT 


8332.20 


6433.12 


7262.76 


ft ft C / ft ft 

8954.82 


ft / C 1 Oft 

8451.39 


ft /' ft /\ 

7786.80 


COST BY CONTACT HOUR 


154.06 


117.54 


129.14 


169.25 


1 C ft y T 

159.67 


143.43 


COST PER CREDIT HOUR 


185.34 


K,2.85 


161.49 


198.87 


1 ftft ftT 

198.87 


1 Tft ftT 

173.07 


1986-87 














STUDENTS (PTE) 


557 


565 


510 


506 


392 


2,530 


STUDENT CONTACT HOURS 


30,307 


12,518 


28,518 


26,686 


21,193 


P9,222 


STUDENT CREDIT HOURS 


25,070 


O C /AC 

25,425 


22,946 


zz, /5z 


l/,o40 


113, o33 


$ COST PER STUDENT 


5789.82 


5077« /2 


coco CO 

5858.52 


^ftftft 1 c 

6093. 15 


6149. z/ 


5/ol . UU 


COST BY CONTACT UOUR 


106.41 


88.23 


104.77 


lie CO 

115.53 


1 1 O T / 

113. /4 


in/. £.Q 
1U4. o9 


COST PER CREDIT HOUR 


128.64 


1 1 n ft / 

112.84 


130.21 


IOC CI 

135.51 


1 O^ £.C 

136.65 


1 OO f\A 

lzb.04 


1985-86 














STUDENTS (PTE) 


O/D 


00/ 


OUJ 


O^D 




z , ^ / o 


STUDENT CONTACT HOURS 


36,540 


36,272 


33,574 


33,761 


21,088 


161,235 


STUDENT CREDIT HOURS 


30,37C 


30,013 


27,093 


28,571 


17,90" 


133,949 


$ COST PER STUDENT 


4504.50 


3980.85 


4557.13 


4546.36 


5284. U 


4511.09 


COST BY CONTACT HOUR 


83.21 


73.20 


81.85 


85.51 


99.74 


83.32 


COST PER CREDIT HOUR 


100.12 


88.47 


101.43 


101.04 


117.49 


100.29 


1984-85 














STfJDENTS (PTE) 


.88 


679 


667 


710 


495 


3,339 


STUDENT CONTACT HOURS 


42,672 


36,477 


37,066 


37,607 


26,454 


180,276 


STUDENT CREDIT HOURS 


35,«51 


30,559 


30,019 


31,943 


22,296 


150,268 


$ COST Vm STUDENT 


3546.67 


3471.57 


3609.34 


3752.88 


3775.59 


3621.70 


COST BY CONTACT HOUR 


65.49 


64.62 


64.95 


70.85 


70.65 


67.08 


COST PER CREDIT HOUR 


78.83 


77.14 


80.20 


83.42 


83.82 


80.48 



87 



1983-84 

STUDENTS (PTE) 836 738 720 776 540 3,610 

STUDENT CONTACT HOURS 45,392 39,623 38,725 41,179 28,524 193,443 

STUDENT CREDIT HOURS 37,630 • 33,215 32 813 34,907 24,380 162 945 

$ COST PER STUDENT 3053.45 2798.91 2972.04 3104.01 3229.24 3022.21 

COST BY CONTACT HOUR 56.24 52.13 55.95 58.49 6.13 56.54 

COST PER CREDIT HOUR 67.84. 62.19 66.02 69.00 71.73 67.15 

1982 8'' 

STUDENTS (PTE) 870 723 749 817 499 3,658 

STUDENT CONTACT HOURS 46,997 39,093 41,041 43,349 26,792 97,272 

STUDENT CREDIT HOURS 39,185 32,585 33,732 36,757 22,480 164,739 

$ COST PER STUDENT 2587.42 2526.19 2619.74 2696.65 2936.98 2677.80 

49.74 46.72 47.81 50.82 54.20 49.65 

59.67 • 56.05 58.17 59.94 65.19 59.46 



COST BY CONTACT HOUR 
COST PER CREDIT HOUR 



1981-82 

STUDENTS (PTE) 851 706 774 690 416 3,437 

STUDENT CONTACT HOURS 45,709 38,134 42,712 36,932 22,337 185,824 

STUDENT CREDIT HOURS 38,295 31,770 34,830 31,050 18,720 154,665 

$ COST PER STUDENT 2,479.22 2,616.39 2,253.75 2,841.80 2,818.55 2,570.49 

cost BY CONTACT HOUR 46.16 48.44 40.84 53.09 ■ 52.49 47.54 

COST PER CREDIT HOUR 55.09 58.14 50.08 63.15 62.63 57.12 



1980-81 

STUDENTS (PTE) 882 



699 755 833 409 3,578 

^mEN^COmCT HOURS 47,774 37,798 41,507 43,831 21,860 192,770 

STUDENT CREDIT HOURS 39,668 31,470 33,953 3,485 8,402 160,978 

$ COST PER STUDENT 2315.85 2475.70 2257.87 2265.25 2525.27 2347.6o 

COST BY CONTACT HOUR 42.76 45.78 41.06 43.05 47.25 43.56 

ISi COST PER CREDIT HOUR 51.49 54.99 50.21 50.34 56.13 52.16 

'^P I COMPSYR.l^KQ 
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